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It’s what music is all about . .. Fender Musi- 
cal Instruments. They make the happenings 
happen, the bright lights hot, and the music 
cool ... and it’s all done with FENDER 
LOVIN’ CARE! 


For more than two decades, Fender has played 
an increasingly important roll in music, from 
Rhythm and Blues to Jazz to Country to Rock. 
Research and development teams at Fender are 
continuously initiating and developing new 


and improved musical instruments, amplifiers, - 


and accessories to keep pace with the ever- 
changing musical styles created by musicians 
—and the ever-increasing necessity for equip- 
ment to match new musical innovations. 


Each instrument visualized—and then realized 
—at Fender’s modern factory reflects quality, 
detail, and craftsmanship which have become 
the Fender trademark and the International 
standard of excellence in musical instrument 
design. 


Every musical environment from up-town pop 
and up-beat rock to downtown jazz and the 
country beat can benefit from the latest prod- 
uct developments released by Fender’s re- 
search labs: semi-acoustic jazz guitars; new 
Solid State Public Address System, ampli- 
fiers, and reverberation unit; Wildwood thin- 
line electric guitars, and the elegant new 
Antigua family of guitars. 


These most recent developments join a lengthy 
index of Fender achievements which have be- 
come a part of today’s musical vocabulary: 

of f-set-waist solid body guitar, floating 


bridge, floating tremolo, solid body basses, 
pedal steel guitars, four custom designed 
tremolo actions for electric Spanish guitars, 
Trem-lok, and the adjustable truss-rod rein- 


forced neck. 


Fender lovin’ care goes into every guitar, 


amplifier, keyboard instrument and accessory. 


Get your share of Fender lovin’ care! 


Contents 


Jaguar, Jazzmaster and Stratocaster Guitars 
Telecaster, 12-String and Esquire Guitars 


Jazz Bass, Precision Bass, Telecaster Bass, Mustang 
Bass, Bass VI, and Bass V 


Musicmaster, Duo-sonic, Mandolin, Mustang, 
Bronco Set, Champ Set, and Studio Deluxe Set 


Pedal Guitar 2000 & 800, Pedal Guitar 1000 & 400, 
Stringmaster, Dual 6, Deluxe 6 & 8, and Foot Pedals .13 


Wildwood and Antigua Guitars 
Montego and LTD Jazz Guitars 


Coronado Thinline Guitars and Basses 


Acoustic Guitars 


Guitar and Bass Features 


Fender/Rhodes Keyboard Instruments, Contempo 
Organ and Vibratone 


Dual Showman, Showman 15”, Bandmaster, 
Twin/Reverb, Bassman, and Super/Reverb 


Vibrolux/Reverb, Vibro/Champ, Pro/Reverb, 
Princeton/Reverb, and Deluxe/Reverb 


Solid-State P.A. System and Echo Units 
Solid-State Amplifiers 

Amplifier Features 

Fender Professional Microphones 
Fender Strings 


Accessories 


Specifications subject to change without notice. 


Bright lights sounds from guitars that are ac- 
customed to big audiences, big names, and big 
times .. . Fender’s Jaguar, Jazzmaster, and 
Stratocaster. These quality crafted, superbly 
styled guitars get marquee billing every time. 
It’s always opening night when you select a 


Fender. 


FENDER JAGUAR 


It’s a sell out performance every night with the Fender 
Jaguar. The standard and the unusual in styling and 
musical variations are featured in this great solid body 
guitar. 


Incorporating such features as adjustable truss-rod re- 
inforced neck with short 24-inch scale and 22 frets, the 
Jaguar offers unrivaled playing ease and versatility. 
Inlaid position markers in the bound high speed neck 
add flair to the show-stopping character of the top- 
billed Jaguar. 


Another Fender first is a special string mute conven- 
iently mounted at the bridge. It is easily switched from 
open to muted position, providing rapid playing style 
changes. 

The Jaguar employs two adjustable patented Fender 
pickups offering greater tone variations than ever be- 
fore. Both pickups are controlled by on-off switches 
that enable the player to use either pickup or both at 
his convenience. A third switch offers tone variations 
for each pickup or both. Thus, the Jaguar has six pos- 
sible tone variations in the lead circuit alone, plus 
standard tone and volume controls. The lead/rhythm 
selector switch near the neck enables the player to 
preset both lead and rhythm controls thereby afford- 
ing rapid change from one playing style to another 
without having to adjust volume and tone settings. 


The Fender Floating Tremolo works in conjunction 
with a Floating Bridge for the smoothest possible 
tremolo action, returning to tuned pitch without vari- 
ance. A ‘‘Trem-lok’” stops the tremolo block permit- 
ting strings to be changed simultaneously or individ- 
ually and also prevents detuning should one break 
during a performance. 


left to right: Jaguar/Jazzmaster/Jaguar/Jazzmaster/Stratocaster/ 
Stratocaster 


Fender's Floating Bridge consists of a master bridge 
adjustable to varying heights. On it rest six individual 
bridges each adjustable for length and height, making 
possible accurate adjustments for perfect intonation 
and custom playing action. The “off-set” waist body 
design is another Fender first. This unique design 
places the player’s arm in a natural position over the 
strings, supporting the arm so that considerably 
greater comfort is achieved; playing is virtually 
effortless. 


The Jaguar features the finest workmanship and com- 
ponents; all metal parts subject to wear are case hard- 
ened and heavily plated to retain their beauty after 
long use. It is finished in Shaded Sunburst or in se- 
lected custom finishes. Left-hand models available by 
special order. 


Standard neck width: 15/s” at nut; 11/2” and 13/4” by 
special order. 


Jaguar Patents: 2,960,900—2,972,923—3 ,143,028—2,741,146—3 ,236,930— 
3,260,148—Des. 186,826. 


FENDER JAZZMASTER GUITAR 


Careful design and outstanding playing characteristics 
of the Jazzmaster have made it one of the favorites of 
guitarists around the world. 


It features a Floating Tremolo working in conjunc- 
tion with a Floating Bridge for the smoothest pos- 
sible action, returning to tuned pitch without variance. 
A “Trem-lok” stops the tremolo block permitting 
strings to be changed simultaneously or individually 
and also prevents detuning should one break during a 
performance. 


The Floating Bridge consists of a master bridge ad- 
justable to varying heights. On it rest six individual 
bridges each adjustable for length and height, making 
possible extremely accurate adjustments for perfect 
intonation and custom playing action. The “off-set” 
waist body design places the player’s arm in a natural 
position over the strings, supporting the arm so that 
considerably greater playing comfort is achieved. 


Two extended range pickups are adjustable for string 
balance and offer variations from mellow and soft 
rhythm settings to high tension treble. A separate 
rhythm circuit enables the player to preset tone and 
volume in each circuit independently, permitting rapid 
changes without need of further adjustments. Tones 
can be modified with the three-position switch in the 
lead circuit interacting the pickups and also by use of 
a separate tone control. 


The truss-rod reinforced neck is of natural blond 


maple; the rosewood fingerboard is bound and has in- 
laid position markers to make fretting easier and add 
to its overall beauty. All metal parts subject to wear 
are case hardened and heavily plated to retain their 
beauty after long use. Guitarists find the Jazzmaster 
offers excellent comfort, tone response and workman- 
ship. It is finished in Shaded Sunburst or may be or- 
dered in selected custom finishes. Necks may also be 
ordered in one size wider or a size narrower than 
standard at the nut. Left-hand models available by 
special order. 


Standard neck width: 1°/s” at nut; 14/2” and 13/s” by 
special order. 


Jazzmaster Patents: 2,960,900—2,972,923—3,143,028—2,741,146—Des. 
186,826. 


FENDER STRATOCASTER GUITAR 


Looking for that strong, biting sound to make your 
playing sing? You’ll find it in the Stratocaster. Com- 
pare and you'll see why it has always been one of the 
favorites with musicians everywhere. 


Stratocaster sound is produced by its three adjustable 
wide-range pickups working with two tone controls 
and a three-position switch. Select any of three posi- 
tions or even between the natural positions for your 
own particular sound. For more effects, the Strat has 
a built-in tremolo (or available without) for variable 
pitch change. 


The Stratocaster contoured body design offers ex- 
treme playing comfort... accomplished by shaping 
and sculpting the guitar body so it snugs into the body 
of the player. Also, the front of the guitar is dressed 
away, providing a firm comfortable arm rest. Its neck 
is truss-rod reinforced and adjustable for a lifetime of 
playing pleasure. 


Stratocaster pickups are shielded from the noise of 
lights, signs and other electrical equipment. In addi- 
tion, six bridges are individually adjustable for string 
length and height for perfect intonation and custom 
playing action. It is finished in Shaded Sunburst with 
an attractive white pickguard. It is also available in se- 
lected custom colors and left-hand models by special 
order. 


Standard neck width: 15/s” at the nut; available 11/2” 
and 13/4” by special order. 
Stratocaster Patents: 2,741,146—3,143,028. 


When it’s time for a session .. .a first side, a 
flip side, or a fiftieth album . . . musicians 
select one of the Fender classics: Telecaster, 
Telecaster with Bigsby Tremolo, Esquire or 12- 
string Electric. When the pros are there, so is 
Fender. Sound men on both sides of the mike 


agree, with a Fender, it’s a hit. 


FENDER TELECASTER GUITAR 


This is the guitar that started it all! For two decades 
the Telecaster has produced record breaking sounds 
in every field of music. You name it... rhythm, blues, 
rock or country ... the Telecaster is a legend. 


Two adjustable pickups in conjunction with a three- 
position switch and tone control (use Fender 150 Light 
Gauge Strings if you like) produce a lead tone that 
can’t be equalled. A change of the switch to the rhythm 
pickup gives mellow jazz sounds too! 


Other Telecaster features include a fast-action truss- 
rod reinforced neck (available with a maple finger- 
board), adjustable bridges for both length and height. 
A specially-designed Fender/Bigsby Tremolo giving 
smooth action is now available as an option. 


Custom models feature a beautiful, highly polished 
Sunburst finish and the top and bottom edges of the 
solid-body are trimmed with white contrasting bind- 
ing. Standard models are finished in natural blond. All 
models are trimmed with white pickguard. Metal parts 
are heavily chrome plated and will retain their like- 
new appearance over a long period of time. Telecast- 
ers are available in selected custom finishes, left-hand 
models. 

Standard neck width: 15/s” at nut; 11/2” and 13/4” by 
special order. 

Telecaster Patents: 2,573,254—3,143,028. 


FENDER ESQUIRE GUITAR 


The Esquire provides the big beat lead for many of 
today’s groups throughout the world. 


It has all the features of the Telecaster except that it 
employs one pickup rather than two. The fast ac- 
tion, truss-rod reinforced neck (available in maple), 
bridges adjustable for length and height, and three- 
position tone switch of the Esquire provide it with 
qualities which have made it a favorite over the years. 
The Fender/Bigsby Tremolo, giving smooth action and 
accurate pitch return is now optionally available. 


Custom models are beautifully finished in Sunburst 
with top and bottom edges trimmed with white con- 
trasting binding. Regular models are finished in natu- 
ral blond. Available in selected custom finishes and 
left-hand models. 


Standard neck width: 15/s” at nut; 11/2” and 13/s” by 
special order. 
Esquire Patents: 2,573,254—3,143,028. 


FENDER ELECTRIC 12-STRING GUITAR 


Changing moods — heavy to delicate to rich and 
smooth; that’s the Fender Electric 12-String. Fender 
has built unmatched versatility into the 12-String to 
correspond to full needs of musicians. 


The first two pair of strings are tuned in unison and 
the remaining four pair in octaves. Two wide-range 
split pickups are designed to give maximum effective- 
ness of the twelve strings. A four way tone selector 
switch allows the player to select either of the two 
pickups, both or a separate wide range effect. In addi- 
tion, a tone control placed immediately below the vol- 
ume control enables further sound flexibility. 


Twelve individual barrel-type bridges, carefully grad- 
uated in size to follow the contour of the fingerboard 
are adjustable for length. The entire bridge channel 
may be raised or lowered at either end of the channel. 
The slim neck of the 12-String contains an adjustable 
truss-rod which maintains perfect alignment. It has 21 
frets and may be ordered with a size narrower or a 
size wider than standard width at the nut. It is bound 
and has inlaid position markers for easier fretting and 
added beauty. The ‘“‘off-set” waist body design is an- 
other Fender first. This unique design places the 
player’s arm in a natural position over the strings. 


The 12-String features the finest workmanship and 
components, and all metal parts subject to wear are 
case hardened and heavily plated to retain their 
beauty even after long use. It is finished in Shaded 
Sunburst or may be ordered in selected custom fin- 
ishes. Left-hand models available by special order. 


Electric 12-String Patents: 3,143,028—3,290,980—2,960,900—Des. 
186,826 and Pending. 


FENDER/BIGSBY TREMOLO KIT 


Those guitarists who own the Fender Telecaster 

or Esquire guitar and would like the perfect tremolo, 
may use the specially designed Fender/Bigsby unit. 
This new kit, with full installation instructions, con- 
tains, as part of the system, a “floating” type master 
bridge with six individual bridges each adjustable for 
length and height. This Fender/Bigsby Tremolo as- 
sures the guitarist smooth action and positive return 
to pitch. 


left to right: 12-string/Telecaster/Telecaster with Tremolo/ 
Esquire/12-string 


Jnited Audio Recording Studio, Santa Ana, California. 
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The beat is big. The playing is comfortable. 
The instrument is a Fender bass. Upbeat 
sounds of today’s downtown music reflects the 
musical impact of Fender electric basses 
which, for nearly two decades, have meant 
quality design, durable construction, and 
great bass sound! Often challenged, but never 
equalled, the big beat sound of a Fender elec- 
tric bass is distinguishable in any company. 


FENDER JAZZ BASS 


Tops in sound at the bottom of the musical register... 
Jazz Bass by Fender. Included among its design fea- 
tures are two separate pickups, each having eight pole 
pieces to capture the full vibration of the string in the 
magnetic field giving full string tone response and pre- 
cluding fading or decay. 


The tone and pickup mixing circuit employs a separate 
volume control for each pickup and a single tone con- 
trol operating both pickups. In this manner, any degree 
of bass and treble may be attained with further tone 
values increased or decreased by using individual 
volume controls. 


The Jazz Bass ‘“‘Off-set” waist design contributes 
greatly to playing ease and comfort of the player. It 
places the arm in a natural position over the strings 
which facilitates playing technique. In addition, the 
portability and light weight of the Jazz Bass will be 
readily appreciated by every bassist. It affords ease of 
movement on stage and ease of storing. Individual 
bridges are adjustable for perfect string lengths and 
heights, and the truss-rod reinforced neck is adjust- 
able to maintain perfect alignment. Extremely slender, 
the comfortable feel of this neck is readily noticeable. 
Binding and inlaid position markers add beauty and 
make fretting easier. 


Available in Shaded Sunburst or in selected custom 
colors. Left-hand models available by special order. 


Jazz Bass Patents: 2,573,254—2,960,900—2,968,204—3,143,028. 


left to right: Precision Bass/Bass V/Jazz Bass/Telecaster 
Bass/Mustang Bass/Bass VI/Bass V 


FENDER PRECISION BASS 


Fender’s Precision Bass has become the most well- 
known and widely used electric bass in the world. Its 
acceptance in all fields of music comes from true per- 
formance-proven bass tone qualities, size, ease of play- 
ing, volume capabilities and mobility on stage or off. 


A special split pickup is positioned for excellent string 
response and each section may be adjusted for custom 
string balance. Tone and volume controls are con- 
veniently located and permit any desired response the 
player may choose. Individually adjustable bridges 
may be set for perfect string intonation and comfort- 
able low playing action. As a result, most bass players 
find their technique improves rapidly and difficult 
passages are played more easily. With the Precision 
Bass it is possible to obtain considerably greater vol- 
ume than with a conventional instrument. It is con- 
venient to carry and store inasmuch as it is lighter 
weight and approximately 1/6 the size of the old-type 
upright bass. 


The comfort contoured body is finished in beautiful 
hand polished Sunburst or may be obtained in selected 
custom finishes and left-hand models. 


Precision Bass Patents: 2,573,254—2,968,204—3,143,028—2,967,755. 


FENDER TELECASTER BASS 


Fender has gone back more than 15 years to reintro- 
duce the original solid-body electric bass. Recently, 
veterans and newcomers alike in the music field have 
rediscovered the smooth playing action and moving 
sounds of the Telecaster Bass. 


The slender all-maple neck is remarkably fast, truss- 
rod reinforced and set for low string, high-speed play- 
ing action. The single pickup is located for the maxi- 
mum string response and is adjustable at either end 
for custom string balance. Both the tone and volume 
control are located for easy access and permit a wide 
variation of tone values. Two individual bridges are 
adjustable for both length and height enabling the 
player to achieve perfect string intonation. 


The comfort contoured body is finished in natural 
blond and trimmed with a white pickguard. All metal 
parts are case hardened and chrome plated to maintain 
a like-new appearance indefinitely. Available in se- 
lected custom finishes and left-hand models. 


Telecaster Bass Patents: 3,143,028—2,573,254—2,968,204. Des. 187,001. 


FENDER MUSTANG BASS 


The Mustang Bass is ideal for the student and musician 
with short reach, because it features 30” string length 
and smaller body. Solid bass tone is achieved through 
the use of a split pickup positioned for maximum 
string response. Each pickup section may be adjusted 
for custom string balance. Tone and volume controls are 
conveniently located and provide wide tone variation. 


£4 . 
Individual bridges for each string are adjustable for 
length and height. In addition, each has its own string 
mute allowing the player to control sustaining dura- 
tion to suit his requirements. A finger rest is placed to 
give maximum support to the hand. The truss-rod rein- 
forced neck is slimmed down for fast action and has 
19 frets. Available in red, white or blue finish. 


Mustang Bass Patents: 2,960,900—3,143 ,028—2,573,254. 


FENDER BASS VI GUITAR 


Built with both the guitarist and bassist in mind, the 
Fender Bass VI is tuned one octave below the standard 
guitar. Numerous tone combinations are made possible 
with three adjustable full-range pickups. The circuit 
incorporates three on-off switches, one for each 
pickup, plus a tone modification switch enabling the 
player to select the pickups individually or in any 
combination. In addition, a tone control permits fur- 
ther modifications of any selected position. Chord 
structures and fingering are identical to the guitar, 
thus, both guitarists and bassists will find the instru- 
ment easy to play and adapt to their present orchestra- 
tions and instrumentation. 


Among other outstanding features of this instrument 
are the “Floating Tremolo” action ... smooth and posi- 
tive return to pitch and a “Trem-lock” permitting si- 
multaneous string change. The Fender Mute and rein- 
forced fast-action neck with trim and inlaid position 
markers are additional features employed. Micro- 
bridges are individually adjustable for perfect string 
length and a master bridge adjustable for height. Com- 
fortable playing over long periods is achieved with the 
“off-set” waist design. In addition to Shaded Sunburst, 
the Bass VI comes in selected custom finishes. 


Bass VI Patents: 2,741,146—2,960,900—2,972,923—3,143 ,028—3,236,930— 
3,260,148. Des. 186,826. 


FENDER 5-STRING BASS 


All bassists appreciate the Fender 5-String Bass design 
for its increased range and fast action. The added fifth 
string is a high C, allowing faster technique with the 
lower frets and five additional notes at the top. 


A single split pickup positioned for maximum string 
response may be adjusted for any custom string action. 
Separate volume and tone controls enable the player 
to achieve a wide range of settings and are positioned 
for easy reach. The slim maple neck with rosewood 
fingerboard has the adjustable truss-rod. 


Individually adjustable bridges may be set for perfect 
string intonation and comfortable low playing action. 
“Off-set” waist design contributes to playing ease and 
comfort of the player. It places the arm in a natural 
position over the strings which allows more flexible 
playing technique. The 5-String Bass is finished in 
Shaded Sunburst or selected custom colors. 

5-String Bass Patents: 2,573,254—2,960,900—3,143,028. 


left to right: Champ Set/ 
Duo-Sonic/Musicmaster/ 
Studio Deluxe Set/Bronco 
Set/Mustang/ Mandolin 
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Put yourself at the head of the class by learn- 
ing your musical ABC’s from one of Fender’s 
student leaders. In no time, you’ll join the 
upperclassmen and graduate magna cum laude. 


Prep with Fender! 


FENDER MUSTANG GUITAR 


Fender’s popular Mustang meets today’s growing de- 
mand for a fine low-priced guitar with tremolo. The 
Mustang may be classed as either a °/s or regular size 
guitar since it is available with either a 221/2 or 24 inch 
neck. Two adjustable high-fidelity pickups are stand- 
ard on each guitar with a three-position switch for 
each. The middle position turns the pickups off and 
tone changes are made on either side of the off posi- 
tion. Eight different tone selections are available, plus 
the normal tone and volume controls. 


Both the 22/2 and 24 inch necks are reinforced with an 
adjustable truss-rod which maintains perfect neck 
alignment. The bridge channel features Fender’s new 
individual barrel-type bridges for each string. Each 
bridge varies in size to conform to the fingerboard 
curve and is adjustable for length. String height may 
be adjusted by lowering or raising the bridge channel 
at either end. The new patented Fender easy-action 
Dynamic Tremolo working in conjunction with the 
Floating Bridge has extremely smooth action, return- 
ing to tuned pitch without variance. 


All chrome parts are case hardened and heavily plated 
to retain their beauty after long use. Available in red, 
white or blue finishes. Left-hand models available by 
special order. 


Mustang Patents: 2,741,146—2,960,900—3,143 ,418—3 ,290,980. 
Des. 204,098. 


FENDER BRONCO SET 


Both ruggedness and high performance are incorpo- 
rated in this value packed newcomer to the Fender 
line .. . the Bronco Set. Both guitar and amp are de- 
signed to give the musician an instrument that reflects 
attractive appearance, workmanship and those im- 
portant “extras” that make the difference between just 
a guitar and a Fender Guitar. 


Fender’s Bronco Amp features an 8” special design 
speaker, lock joint cabinet construction, two instru- 
ment inputs, separate volume, treble and bass controls, 
separate vibrato speed and intensity controls, an on- 
off switch and pilot light. 


The Bronco Guitar is equally impressive and has many 
of the outstanding features found in more expensive 
Fender Guitars. A 24” neck is adjustable and features 
the same fast action for which Fender necks are fa- 
mous. A new Fender Tremolo insures smooth opera- 
tion and accurate return to pitch. Both bridge and 
tremolo are mounted as a unit and string length is 
adjustable. Finished in red. Set includes case for 
guitar. 


Bronco Set Patents: 2,960,900—2,573,254—3,143,028. Des. 192,859— 
Des. 169,062 and Pending. 


FENDER MUSICMASTER AND DUO-SONIC 
GUITARS 


Fender has designed and crafted the Musicmaster and 
Duo-Sonic guitars for the student musician desiring 
professional quality and beginning cost. 


The Duo-Sonic features dual pickups and the Music- 
master a single pickup. Both guitars are available with 
either 221/2" or 24” neck making them suitable as either 
3/4 or regular size instruments. Necks are reinforced 
with an adjustable truss-rod for perfect neck align- 
ment. Fender’s modern head design aligns tuning keys 
so string pull is direct for easier, more accurate tuning. 


High-fidelity pickups are adjustable on both models 
to provide even tone response. Both guitars also have 
a full-range tone control. The Duo-Sonic comes 
equipped with a three-position switch for each pickup 
allowing instant changes from lead to rhythm inflec- 
tions. 

Three individual bridges are adjustable for length and 


height to insure perfect intonation and variable string 
action for individual stylings. 


The body features a modern cutaway design for ease 
of playing on all 22 frets. Both guitars are available in 
red, white, or blue. 


Duo-Sonic and Musicmaster Patents: 2,960,900; 2,573,254; 3,143,028. 


FENDER ELECTRIC MANDOLIN 


Features recommended by leading mandolin players 
have been carefully reproduced in this prestige instru- 
ment, the Fender Electric Mandolin. 


The Fender neck is graduated to provide both fast and 
comfortable playing action and all 24 frets are accu- 
rately positioned for true string noting. The cutaway 
design allows effortless playing in the top frets. 


For separate adjustment of both string height and 
length, Fender has fitted the Mandolin with a micro- 
adjustable bridge assuring custom string action and 
perfect intonation. By elevating screws at each end of 
the pickup, string balance may be varied. Tone and 
volume controls will not interfere with playing and 
are positioned for easy accessibility. The solid wood 
body is finished in Shaded Sunburst. 


Mandolin Patent: 2,573,254. 


FENDER CHAMP SET 


Fender’s Champ student guitar boasts a solid hard- 
wood body, beautifully finished and distinctively 
designed. It has a replaceable fretboard and both the 
tone and volume controls have been placed for easy 
access. Other features include an adjustable bridge, 
Fender high-fidelity pickup, and a one-piece recessed 
patent head. 


The Champ Amp is sturdily constructed and provides 
extremely pleasing reproduction from a fine quality 
permanent magnet speaker. A front panel control sec- 
tion has two instrument inputs, volume, treble and 
bass controls, on-off switch and pilot light. The Champ 
Guitar Case is covered in matching “‘Tolex” and is of 
hardshell constructicn with leather-bound and piped 
ends. Its interior is lined with beautifully textured 
plush material. 


Champ Patents: 2,838,974—Des. 192,859. 


FENDER STUDIO DELUXE SET 


Teachers, studio operators, and music dealers have all 
suggested many of the features Fender has incorpo- 
rated into the Studio Deluxe Set. 


The Studio Guitar provides these outstanding fea- 
tures: adjustable high-fidelity pickup, hardened steel 
bridge and precision grooved nut; swing-style bridge 
cover; top-mount input jack; recessed one-piece patent 
head; and three chromed inset leg flanges for tele- 
scoping legs. 

Fender’s Princeton Amp, which completes this set, has 
the following front panel controls: volume, treble, 
bass, vibrato speed and intensity controls, and pilot 
light. It features a heavy-duty 10” speaker for out- 
standing amplification quality. 

A separate leg compartment is built into the guitar 
case which is of hard-shell construction. It is covered 
with the same durable material used on the amplifier. 
Double stitched, leather bound ends protect the case. 
Princeton Patents: 2,838,974—Des. 192,859. 
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Cash in on the silver dollar sounds of Fender’s 
winning line of steel guitars. The wheel of for- 
tune points every time to Fender’s broad line 
of performance-proven steels ... the odds-on 
choice of professionals everywhere. Place 
your bet on a Fender. You can’t lose. 


FENDER 800 AND 2000 10-STRING 
PEDAL STEEL GUITARS 


Cam-action individually movable bridges and roller 
nuts highlight the Fender 800 single neck and 2000 
double neck pedal steel guitars. Tunings and special 
effects not possible with 8-string models are achieved 
with these fine instruments ... fuller chords, more 
complete chord progressions, greater tuning accuracy. 


Tuning assembly mechanisms allow the musician to 
double flat or double sharp each string. Cables con- 
necting the pedals to the string pulling levers can be 
changed rapidly and a complete new set-up can be 
made by simply lifting clips from levers and slipping 
them onto new ones desired for different tuning or 
chord arrangements. Special advanced design Fender 
pickups produce outstanding tone response. 


The Pedal 800 employs six pedals, the 2000, ten. By 
special order, both may be equipped with eleven. 


Fender’s adjustable string mute is featured on both 
models, enabling the musician to achieve unique new 
effects. The Pedal 800 contains a volume and tone con- 
trol; the Pedal 2000 also has volume and tone controls 
plus a three-position neck selector switch. String 
length is 23 inches on both models. 

The heavy white ash guitar body is set in a three-inch 
deep al-mag frame, a combination aluminum mag- 
nesium alloy, insuring a high degree of rigidity so no 
detuning is experienced when the pedals are operated. 
Both models are finished in Shaded Sunburst. 


To reduce overall bulk and divide the weight, the 2000 
is packed in a pair of rugged carrying cases. The 800 

is packed in a single case. They can be unpacked, 
assembled and ready to play in less than three minutes. 


10-String Patents: 2,838,974—2,973,682—3,236,930. Des. 186,190 


FENDER 1000 AND 400 PEDAL STEEL 
GUITARS 


Fender’s Pedal 1000 and 400 are designed to meet the 


left to right: 2-neck Stringmaster/Pedal 2000/Pedal 400/Deluxe 
6/Foot Pedals 


changing requirements of steel guitarists brought 
about by the advances made in the music world. Both 
models, in Shaded Sunburst finish, are strikingly beau- 
tiful, employing the highest quality materials for de- 
pendable performance. Each has a 23” string length 
and offers great flexibility of pedal tuning selection. 
The Fender 1000 double neck with 8 pedals provides 
as many as 30 usable tunings. Each of the 16 strings 
may be sharped or flatted 11/2 tones. Pedals may be 
used singly or in combinations, and in addition, the 
pedal tuning patterns may be partially or entirely 
changed at any time in only a few minutes. 


Tuning of the pedal-actuated strings is accomplished 
by means of set screws. Pulling cables are hooked to 
the appropriate levers putting a basic tuning on the 
neck to be set up. Then, by pushing the pedals or pedal 
connected to that neck, it is only necessary to turn the 
screws to adjust the strings to a new tuning. Both the 
1000 and 400 feature high-fidelity wide-range pickups. 
The Pedal 1000 also features a mute for each neck for 
special effects. Both models are equipped with indi- 
vidually movable bridges and roller nuts designed to 
prevent string breakage. 


Fender 400 is available with four to ten pedals and is 
ideal for professionals as well as students. It provides 
many of the design features of the Fender 1000. The 
1000 may be special ordered with nine or ten pedals. 


Both instruments are ruggedly built to take hard use. 
They are convenient to carry and can be set up or dis- 
assembled in three minutes. The 1000 is packed in two 
carrying cases and the 400 in one. The 1000 with its 
great variety of tunings and the flexible 400 offer fine 
performance and unexcelled tuning accuracy. 


400 and 1000 Patents: 2,838,974—2,973,682—3 ,009,378—3,236,930. 
Des. 186,190 & Pending. 


FENDER STRINGMASTER GUITARS 


Available with two, three, or four necks, the Fender 
Stringmaster represents the finest non-pedal steel 
guitar on today’s musical market. Among the features 
of these prestige instruments are: easy-to-operate tun- 
ing keys, dual pickups and a system of switching and 
mixing pickups for wide tonal variations by a single 
adjustment of the tone control. Pickups are adjustable 
to any tone balance. 


Each neck is elevated, and the body is cutaway along 
each side of the fretboards to provide ample playing 
clearance on all necks. The instrument may be spe- 
cially ordered with telescoping legs adjustable for 
playing heights from sitting to full standing position. 


s* 
For perfect intonation, all Stringmasters are fitted 
with an adjustable bridge to allow for varying string 
gauges. The instrument is always in perfect tune. 


A fourth neck may be assembled with bass strings 
allowing a tuning one or two octaves below ordinary 
pitch. Musicians using this combination have discov- 
ered new sounds not previously possible on steel. 


Fender Stringmasters are available in 221/2” or 24” 
string lengths and finished in blond or dark tones. 


Stringmaster Patent: 2,838,974. 


FENDER DUAL 6 PROFESSIONAL GUITAR 


Fender’s Dual 6 Professional guitar is identical to the 
Stringmaster model with a single exception: each of 
the two necks contains six strings. The Dual 6 includes 
adjustable pickups, bridges, and mixing control. 


It is available with 22/2” string length in either blond 
or dark finish. 


FENDER DELUXE 6 AND 8 GUITARS 


Many special features on the multi-neck Stringmaster 
models have been incorporated into the Deluxe series. 


Two adjustable pickups provide even tone balance 
and an additional control located under the chromed 
bridge cover offers even further balancing of the pick- 
ups. Deluxe models are fitted with the Fender adjust- 
able notchless bridge and a precision grooved nut 
made of case-hardened steel. Assurance of level 
strings at all times eliminates string rattle. 


Both the Deluxe 6 and 8 have 221/2" string length and 
are available in either blond or dark finish. 


For variable playing height, a set of three telescoping 
legs may be specially ordered. 
Deluxe Steel Patent: 2,838,974. 


FENDER FOOT PEDALS 


TONE AND VOLUME FOOT PEDAL CONTROL: De- 
signed for comfort, flexibility and convenience, the 
Fender Combination Tone and Volume Foot Pedal fea- 
tures quiet mechanical operation and rugged construc- 
tion. Controls and components are made of the highest 
quality material to insure reliable performance under 
hard professional use. 


FOOT PEDAL VOLUME CONTROL: Low silhouette, 
high quality components and rugged construction 
combine to make this the outstanding Foot Pedal Vol- 
ume Control. Comfortable to use in either standing or 
sitting position, it’s the workhorse of thousands of 
performing musicians. 
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Lights, camera, action! It’s always a good 
“take” with a Fender Wildwood Coronado, 
Antigua Bass, Antigua Acoustic, Coronado 
Wildwood XII or Wildwood Acoustic. The 
spotlight can’t miss these Fender stars whether 
featured on a daytime serial or a nighttime 


extravaganza. Be a scene stealer. Play a 


Fender. 


FENDER WILDWOOD 


Under hot lights, a kaleidoscope of wild natural colors 
add a bright spot to any stage setting. The Fender 
Wildwood Coronado II with tremolo, Wildwood Coro- 
nado XII, and Wildwood acoustic with optional pickup 
are definitely center stage instruments. 


Exciting colors are actually ingrained into the wood 
during the growth period of the tree. Each instrument 
has its individual grain and color pattern not dupli- 
cated by any other instrument. When you own a Fen- 
der Wildwood model, you own an exclusive one-of-a- 
kind. 


Beechwood was selected by Fender engineers and 
craftsmen for this unique coloring process since it is 
an unusually fine musical instrument material. Sounds 
retain unparalleled richness throughout all musical 
registers. 


For detailed specifications on the Coronado Series by 
Fender, see the following page. 


FENDER ANTIGUA GUITARS i> 


Fender’s latest color dimension, the Antigua, puts ele- 
gance in the spotlight. This inimitable new finish is a 
rich, antique white with a halo mist shading which 
produces a subtle feeling of depth and dimension. 


Models available in this distinctive Antigua configura- 
tion include the Antigua II with dual pickups, tremolo, 
and three-position tone switch; Antigua XII with dual 
pickups, adjustable bridges, and three-position tone 
switch; Antigua Bass II (pictured) with dual pickups, 
adjustable bridges, and three-position tone switch; 
and Antigua Kingman (pictured) with adjustable 
bridges, truss tension tube, and neck mounted without 
a heel. 


Each detail, including custom Rotomatic Pearl Button 
keys, bound and inlaid necks, and matching Antigua 
finish pickguard, have been carefully prepared for a 
perfect blend. 


For complete information, consult individual instru- 
ment specifications for Coronado IJ, Coronado XII, 
Coronado Bass II and Kingman. 


Antigua Patents: 3,143,028—3,302,507—3,290,980. 


left to right: Coronado II Wildwood/Coronado Bass II 
Antigua/Wildwood III/Antigua. Shenandoah/Coronado 
XII Wildwood 


Studio 43, CBS Television City, Hollywood, California. 
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Jazz it up...with one of Fender’s new trio 

of guitars created, designed, and crafted espe- 
cially for the jazz greats of today ...and you. 
You’re stage center with this “jazz suite.” Any 
guitarist who thrives on the up-beat feeling 

is sure to score with this line of guitars, each 


one destined to join the Fender musical instru- 


ment legend. 


left to right: Montego I/Montego II/LTD Jazz Guitar 


FENDER LTD JAZZ GUITAR 


More than three full years have been devoted to the 
research, development, testing and evaluation of this 
superb new guitar from Fender. Precision designed 
and artfully constructed, the LTD Jazz Guitar is truly 
the epitome of performance and craftsmanship. Every 
detail, from its multi-bound inlaid head to its 32-carat 
gold plated tailpiece, has been carefully planned to 
create a perfect blend of performance, appearance and 
unmatched quality. 


A carved solid select-grain spruce top is multi-bound 
on beautifully figured select maple rims. The con- 
toured back is likewise carved from solid selected 
curly maple. Hard finished in natural Sunburst Shad- 
ing, the incomparable finish must be personally in- 
spected to be fully appreciated. 


The LTD pickup has been specially and specifically 
designed for jazz sounds supreme. Each pole piece is 
adjustable for positive balance. Volume and tone con- 
trols permit fine shadings for individual sound cus- 
tomizing and an ebony staggered bridge is adjustable 
for personalized playing height. 


Heavy gold plating protects all metal parts including 
the Grover Rotomatic Pearl Button machine heads. 
The quiet, elegant contrast of inlaid Australian 
mother-of-pearl position markers against a rich ebony 
fingerboard adds both distinction and beauty to the 
fully bound fast-action neck. Built without a restrictive 
heel to allow full fret access, the neck is truss-rod re- 
inforced, adjustable and topped off with a massive tilt- 
back head that is fully bound and pearl inlaid with 
mirrored patterns of the Fender “F.” 


To allow maximum resonance, there are no compo- 

nents mounted to vibrating wood surfaces on the 

guitar body. The pickup controls and pickguard, as 
well as the pickup itself, are all elevated and/or 

mounted from non-vibrating points on the guitar. 


Like its name, the Fender LTD is truly a limited model. 
It has been created for the discriminating guitarist 
who demands the very best. 


Patents Pending. 


FENDER MONTEGO GUITAR % 


A magnificent instrument for the professional or seri- 
ous musician, the Montego combines both beauty and 
performance in a high quality great sounding guitar. 


The Montego is available in both single or double 
pickup models. The double pickup Montego II con- 
tains two volume controls and two tone controls with 
a three-position switch to obtain the sound flexibility 
today’s busy session man finds necessary. The single 
pickup Montego I contains single tone and volume 
controls. Pickups on both models feature individually 
adjustable pole pieces for perfect string balance. A 
formed bridge is accurately placed and adjustable for 
height assuring custom playing action. 


The body is elegantly contoured both top and back. 
Multi-binding is carefully inlaid between the spruce 
top and flamed maple sides and back. “F” holes are 
also bound for maximum beauty. A heavily chromed 
tailpiece matches the pickup design and contains an 
inlaid Fender “F” insert. 


Montego’s fast action neck is heelless and removable. 
Fingerboard and head are inlaid with Australian 
mother-of-pearl. Grover Rotomatic Pearl Button ma- 
chines offer smooth, non-slip tuning. 


Compare the Montego feature-by-feature; you'll find it 
is indeed fit for the very finest company. 


Patents Pending. 
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A light show with sound ... that’s the Fender 
Coronado quintet: Coronado I, Coronado II, 
Coronado 12-string, Coronado Bass I, and 
Coronado Bass II. These great guitars will turn 
on your audience and keep them on. When 
you’re playing with a Fender Coronado, you’re 
playing with fire. 


FENDER CORONADO | 


Turn on to the sounds of the Fender Coronado], an 
acoustic-electric highlighting traditional performance 
at a mod price. It incorporates Fender’s new full-range 
single pickup with tone control for individually styled 
tone selection. Each pole-piece is adjustable for cus- 
tom string balance. 


Standard on the Coronado 1 is the famed slim, truss- 
rod reinforced neck of natural finished hard maple. 
The all-new bridge is situated for the best possible in- 
tonation and is adjustable at either end for height. 


Fender’s Coronado I makes the scene with finishes of 
Shaded Sunburst and Cherry Red or custom colors by 
special order. An ultra-slim body (1 11/16”) is bound 
both front and back. An embossed Fender “F” en- 
hances the polished chrome tailpiece. A smooth-action 
Fender tremolo is available as an accessory which may 
be ordered separately. Neck width: 15/s” at nut. 


Coronado Patent: 3,143,028 & Pending. 


FENDER CORONADO II 


Break out of it with the Fender Coronado II! This gui- 
tar features adjustable dual pickups for the ultimate in 
sound. There are individual tone and volume controls 
for each pickup and individually adjustable pole 
pieces within each pickup. Personal musical stylings 
are assured with a three-position tone switch which 
permits the musician to select the pickups, either indi- 
vidually or together. Tone selection can range from 
subtle to sharp. 


Comfortable playing is guaranteed with Fender’s fa- 
mous truss-rod reinforced neck, mounted without a 
heel. Inlaid with bold position markers, the bound 
neck allows ultra smooth fretting and enhances overall 
appearance! Each string may be adjusted for both 
length and height, and the entire bridge channel may 
be raised or lowered at either end of the saddle for 
custom playing action and perfect intonation. 


The thinline body (1 11/16”) is fully bound and ac- 


cented by modern inlaid “F” holes. 


Cherry Red or Sunburst shades complete the rich fab- 
ric of the Coronado II. Available by special order are 
custom colors, left-hand models, and smooth action 
tremolo. Neck width: 15/s” at nut. 


Coronado II Patent: 3,143,028 & Pending. 


FENDER CORONADO BASS | 


Fender scores big with the ultra-slim (1 11/16”) body of 
the semi-acoustic Coronado Bass I. A single pickup 
with adjustable pole-pieces is placed for the most 
resonant tonal bass response. Conveniently located 
below the volume control is a full-range tone control 
for broad variation of sound. 


Adjustable at either end for height, the bridge is pre- 
cisely placed for best intonation. For easy string 
changing, this bass incorporates a distinctive tailpiece 
highlighted by an inlaid “F.” 

The Coronado Bass I has Fender’s famous truss-rod 
reinforced fast-action neck mounted without a heel for 
added reach. The body is bound both front and back. 


Shaded Sunburst or Cherry Red finishes complete this 
excellent bass. 
Coronado Bass I Patent: 3,143,028 & Pending. 


FENDER CORONADO BASS II 


For inimitable stylistic individuality, it’s happening 
with the Fender Coronado Bass II. Dual pickups with 
adjustable pole-pieces may be put in action together 
or separately by a three-position switch. Additional 
tonal inflections are available through tone and vol- 
ume controls provided for each pickup. 


Four individual bridges are adjustable for length. Cus- 
tom playing height is obtained by varying the knurled 
knobs at either end of bridge saddle. 


The body is unusually thin (1 11/16”). An inlaid “F” 
enhances the tailpiece. 


For faultless alignment, the bound fast-action neck is 
truss-rod reinforced and features the renowned Fender 
head design. Large inlaid position markers comple- 
ment appearance and two convenient finger rests add 
to playing ease. 

The Coronado Bass II is available in Shaded Sunburst 
or Cherry Red. Selected custom colors and left hand 
models may be specially ordered. 

Coronado Bass II Patent: 3,143,028 & Pending. 
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FENDER CORONADO Xil 


Light up your audience with Fender’s Coronado XII, 
an acoustic-electric guitar featuring individually ad- 
justable barrel-type bridges varying in size to conform 
to the fingerboard curve. The master bridge is adjust- 
able for height at either end. Each pole-piece on the 
dual pickups may be adjusted individually for person- 
alized string response. 


There is a tone and volume control for each pickup 
and a three-position tone switch for selection of either 
or both pickups. 


Mounted without a heel for added reach, the neck on 
this guitar is slim styled, truss-rod reinforced, bound 
and inlaid with bold position markers. The slim-line 
body features inlaid “F” holes and multiple binding on 
both front and back edges. An inset Fender “F” high- 
lights the polished chrome tailpiece. 


Shaded Sunburst or Cherry Red complement the fiery 
tones coming from the Coronado XII. Selected custom 
finishes are available by special order. 


Coronado XII Patent: 3,143,028 & Pending. 


FENDER CORONADO TREMOLO KIT 


Guitarists now possessing the Coronado I or Coro- 
nado II without tremolo may now add this feature 
with the Fender Coronado Tremolo Kit. This easily in- 
stalled kit contains the new tremolo tailpiece and a 
master bridge adjustable for height with six individual 
barrel-type bridges varying in size to conform to the 
fingerboard curve. Obtain full tremolo effects and re- 
turn to tuned pitch without deviation with this custom 
Coronado Tremolo. 


left to right: Coronado II/Coronado Bass I/Coronado I/ 
Coronado XII/Coronado Bass II 


Whiskey A-Go-Go, Hollywood, California. 


Prospecting for golden sounds, musicians have 
discovered the Fender acoustics: Kingman, 
Concert, Shenandoah 12-string, Palomino, 
Malibu, Villager 12-string, and Newporter. 
Any musician can strike it rich when he sets 
out along the Fender trail. Mine the rich, mel- 


low tones with a Fender acoustic. 


FENDER KINGMAN AND CONCERT 
ACOUSTIC GUITARS 


Both the Fender Kingman and Concert acoustics blend 
traditional craftsmanship and modern technology. 

A natural maple neck with rosewood fingerboard and 
adjustable truss-rod from nut to last fret set the mu- 
sician along the right trail for playing ease. Removable 
and mounted without a heel, it allows player access 
to four additional frets. 


Both instruments employ individual bridges for each 
string to maintain perfect string length. Inside braces 
are situated for maximum rigidity without influencing 
natural resonance and vibration. Modern innovations 
include the patented Fender Truss Tension Tube to 
prevent top warping. The tube doubles as the mount- 
ing device for Fender’s new acoustic pickup, de- 
signed to avoid feedback as no contact is made with 
vibrating wood surfaces. 


To prevent loosening and rippling, the finger rest is 
elevated rather than glued. Strap buttons are mounted 
into solid wood at the body. Both instruments are 
highlighted by unusual purfling patterns and inlaid 
binding. The tops are of select close-grained spruce. 
Sides and backs of rosewood or mahogany are avail- 
able. In addition, the Kingman is available in Sunburst 
or Natural maple finishes, polished to a high, crack- 
resistant gloss. 

Kingman and Concert Patents: 3,143,028—3,302,507—3,290,980. 


FENDER SHENANDOAH 12-STRING 
ACOUSTIC GUITAR 


Old-timers and new-comers agree on the Shenandoah 
12-string superiority. The neck, crafted of natural 
maple with rosewood fingerboard, is truss-rod rein- 
forced, removable, and mounted without a heel 


left to right: Shenandoah/Concert/Malibu/Kingman/Villager/ 
Newporter/Palomino 


allowing access to four additional playing frets. 


Inside bracing is placed for maximum rigidity without 
influencing vibration. It features the patented Fender 
Truss Tension Tube preventing the top from warping 
and doubles as a mounting for the Fender pickup. 
Since it has no contact with vibrating wood, this spe- 
ecially-designed pickup avoids feedback. Both strap 
buttons are mounted into solid wood and an elevated 
finger rest prevents loosening and rippling. Distinc- 
tive purfling and inlaid binding add to the beauty 
of the Shenandoah. 


The large, comfortable Kingman body design produces 
luxuriant tone quality and volume suitable for folk, 
blues, and pop musical variations. The top is superbly 
crafted of close-grained spruce. Sides and back are 
constructed of mahogany. A lustrous and highly pol- 
ished finish resists cracking. Neck width: 1°/4” at nut. 
Shenandoah Patents: 3,143,028; 3,302,507. 


FENDER VILLAGER 12-STRING GUITAR 


No other 12-string acoustic can match the Fender 
Villager for tone resonance, volume and appearance 
in its price class. Superior construction and appear- 
ance assure the player of a lifetime of playing 
pleasure. It features the patented Fender Truss Ten- 
sion Tube preventing top warpage and doubles as the 
mounting point for Fender’s new Acoustic Pickup. 
This specially-designed pickup avoids feedback 

as no contact is made with vibrating wood. 


The Villager has the same body design as the Malibu 
and contains all of its features. Its sides and back are 
of mahogany and the top is spruce. White binding is 
inlaid between the top and sides and a pattern of ap- 
plied purfling surrounds the soundhole. Inside braces 
‘are placed to give maximum rigidity without influenc- 
ing vibration. The distinctive neck is removable, truss- 
rod reinforced and mounted without a heel. The 20- 
fret neck has a string length of 251/2". 13/4” at the nut. 
Both strap buttons are mounted on the body for play- 
ing comfort. Available finished in black by special 
order. 

Villager Patents: 3,143,028—3,302,507. 


FENDER MALIBU GUITAR 


The moderately priced Fender Malibu has proven to be 
one of the most popular of Fender acoustics. It is ex- 
tremely well-made and musicians readily appreciate 
its outstanding tone. Construction is of mahogany 
with a top of close-grained spruce. A strip of white 
binding is inlaid between the top and side and there is 
an attractive purfling pattern applied around the 


soundhole. Inside braces are placed to give maximum 
rigidity to the top, back and sides without influencing 
vibration. 


The Malibu features the famous Fender neck mounted 
without a heel. It is removable and has an adjustable 
truss-rod from nut to last fret to maintain perfect 
alignment. Its attractive pickguard is elevated to pre- 
vent rippling and loosening. Strap buttons are 
mounted into solid wood on the body for ease and 
comfort. Available finished in black by special order. 


Malibu Patents: 3,143,028—3,302,507. 


FENDER NEWPORTER AND 
REDONDO GUITARS 


Expensive look and sound at a moderate price... these 
are the Fender Newporter and Redondo Guitars. The 
Newporter is constructed of richly colored mahogany 
finished to a satin gloss. The Redondo has the same 
mahogany back and sides, but with a top of spruce... 
finished in a high gloss. White binding is applied be- 
tween the top and sides, double soundhole purfling 
circles, and laminated pickguard enhance this high 
quality instrument. They also boast an accurately 
positioned pinned bridge. 


The Fender maple neck is removable and mounted 
without a heel. An adjustable truss-rod from nut to last 
fret maintains perfect alignment. The fingerboard is 
fashioned of genuine rosewood. Available by special 
order in black. 


Newporter Patent: 3,143,028. 


FENDER PALOMINO ACOUSTIC GUITAR 


For 24-carat sounds, it’s the Fender Palomino. Its 
sleek, fast-action neck is constructed from natural 
maple, and the fingerboard crafted of rosewood. The 
truss-rod is adjustable from nut to last fret, removable 
and mounted without a heel, gaining up to four addi- 
tional frets. Individual bridges enable the musician to 
adjust each string to perfect length. The Palomino 
features the patented Fender Truss Tension Tube to 
prevent top warp. It also serves as the mounting for 
the Fender Acoustic Pickup. This specially-designed 
pickup avoids feedback as it makes no contact with 
vibrating wood. 


Strap buttons are mounted into solid wood at the 
body. Carefully applied purfling and inlaid binding 
highlight the Palomino body crafted of a spruce top 
with sides and back of mahogany. Its attractive crack- 
resistant finish is buffed to a high gloss. 


Palomino Patents: 3,290,980; 3,143,028; 3,302,507. 
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Through the years, Fender has supplied 
guitarists with instruments. of uncom- 
promised quality, unexcelled perform- 
ance and beauty. 


No matter what type of music is re- 
quired, rock, blues, pop, jazz, gospel or 
Western, Fender is there to produce it. 
Fender comes across! No other guitar 
or bass is specified as often for re- 
corded or live performances as Fender. 


Famous Fender features, such as the 
fast action truss-rod reinforced neck, 
adjustable pickups, adjustable bridges, 
tone controls, tremolo units and body 
designs combine to make Fender sec- 
ond to none. 


Fender has prepared the accompanying 
chart to illustrate the many features 
found only in Fender. See which ones 
fit you. 


JAGUAR 
JAZZMASTER 
STRATOCASTER 
TELECASTER 
ESQUIRE 
MUSTANG 
DUO-SONIC 
MUSICMASTER 
BRONCO 
12-STRING 
MANDOLIN 
PRECISION BASS 
JAZZ BASS 

BASS VI 
5-STRING BASS 
MUSTANG BASS 
TELECASTER BASS 


CORONADO I 


CORONADO II 
CORONADO XII 
CORONADO BASS I 
CORONADO BASS II 
KINGMAN 
CONCERT 


SHENANDOAH 


VILLAGER 
PALOMINO 
MALIBU 
NEWPORTER 
LTD 
MONTEGO I 
MONTEGO II 


SOLID BODY 


SEMI-ACOUSTIC 


ACOUSTIC 


NO. OF FRETS 


22 or 21 
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22 


21 


24 


20 


20 


21 


15 


19 


20 


21 


21 


21 


21 


21 


21 


20 


21 


20 


20 


20 


20 


20 


20 
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STRING LENGTH 


24” 
25/2” 
251/2” 
251/2” 
251/2” 

24” 

24” or 221/2” 
24” or 22!/2” 
24” 
251/2” 
1833/4” 
34” 

34” 

30” 

34” 

30” 


34” 


251/2” 


251/2” 
251/2” 
34” 
34” 
251/2” 
251/2” 
251/2” 
251/2” 
251/2” 
251/2”” 
251/2” 
251/2"” 
2514/2” 


251/2”” 
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The sounds of yesteryear’s churning 
sternwheelers have vanished . . . but the 
magic twang of a Fender banjo recaptures 
this bygone era. At Fender, artistic detailing 
of the past and technological advances of 
tomorrow are fused to produce those great 
old-time minstrel and Dixieland tones. Each 
of the three series—Concert Tone, Allegro, 
and Artist—features a varied trio of styles. 
Recapture yesterday’s music with the 
instrument of today—a Fender banjo. 


CONCERT TONE SERIES 


The ultimate in banjo design, craftsmanship and per- 
formance. Coniparisons invited! Detailed inlay, hand 
engraved metal components and 23-carat gold plating 
highlight the incomparable sound of Concert Tone 
Series Banjos. Concert Tone Models exhibit traditional 
elegance reflecting the fact that all parts are hand 
crafted, precision checked, and assembled with Fender 
lovin’ care. A standard feature of this elegant series is 
the truss-rod reinforced neck with violin-shaped head- 
stock, inlaid pattern design and planetary type patent 


left to right: Artist Folk/Concert Tone Tenor/Allegro 5-string Blue- 
grass/Concert Tone 5-string/Concert Tone Plectrum/Artist Plec- 
trum/Artist Tenor/Allegro Plectrum/Artist 5-string Bluegrass/ 
Banjoist holding Allegro Tenor 


Bil atl 


heads. The neck is crafted of American black walnut 
with walnut and maple center stripes. The fingerboard 
is complimented with elaborately designed mother-of- 
pearl position markers. Both shell and resonator are 

of hard maple and veneered with matching quartered 
walnut. Concentric design rings of marquetry appear 
on the back and sides of resonated models, adding 
beauty to these distinguished banjos. The fingerboard 
features wood marquetry and white binding. A special 
tone chamber fashioned of sensitive bell brass gives 
these banjos unparalleled sound capabilities. Five- 
string models are equipped with a non-slip fifth peg. 
Geared fifth peg, or chrome plating may be obtained 
by special order. Also by special order the Concert 
Tone is available with an elaborately hand-carved 
resonator, heel and neck; florentine-designed en- 
graved metal components and bound headstock. All 
carving is hand-painted and varied for distinction. 


String Scale: Tenor—22!/2”, 5-String—26 15/16”, Plec- 
trum—26 15/16”. 


ARTIST SERIES 


Fender presents the discerning musician with a quintet 
of quality instruments ... the Artist Series of fine 
banjos. The country musician as well as the folk in- 
strumentalist will find these banjos offer excellence in 
both craftsmanship and tonal quality. The textures of 
the fine woods, such as hard maple for the resonator, 
the lasting beauty of mother-of-pearl position markers 
and the chrome plating of all metal parts blend esthet- 
ically to give this series an exciting appearance. Twen- 


ty-four brackets on the notched tension haop hold the 
11” plastic head over the sensitive tone ring and °/4” 

hard maple shell. The neck is truss-rod reinforced and 
features a violin-shaped headstock with inlaid pattern 
designs. The rosewood fingerboard is bound in white 
celluloid. Five string models are equipped with a non- 
slip fifth peg, or, by special order, a geared fifth peg. 


String Scale: 5-String Extra Long—32”, 5-String Blue- 
grass—26 15/16”, 5-String Folk—26 15/16”, Tenor—221/2", 
Plectrum—26 15/16”. 


ALLEGRO SERIES 


The same quality materials and attention to detail that 
go into the more expensive Fender models are avail- 
able in the moderately priced Allegro Series banjos. 
Superior tonal characteristics complement the fine 
craftsmanship in all Allegro models. These banjos 
have a Sunburst resonator anda dark shell and neck 
of natural maple. The rosewood truss-rod reinforced 
neck is bound in white celluloid with circular position 
markers and geared patent heads. Five-string models 
are equipped with a friction peg. The resonator is 
bound both top and bottom and held firmly in place by 
four anchor posts. Twenty-four brackets on the 
notched tension hoop hold the 11” weather-resistant 
ring and shell. All metal components are heavily 
chrome plated: The Allegro features an adjustable tail- 
piece with hinged cover over the string loops. 


String Scale: 5-String Extra Long—32”, 5-String Blue- 
grass—26 15/16”, 5-String Folk—26 15/16”, Tenor—221/2”, 
Plectrum—26 15/16”. 


A. Concert Tone gold 
tion with tension hoop, 


able engraved arm rest 
and resonator binding. 


B/C. Artist and Allegro 
models showing chrome 
parts. 


only). 

E. String loop lid cover 
tail-piece with lid up 
(Artist and Allegro 
Models). 


F. Maple bridge with 
ebony backbone (all 
models). 


patent heads, inlay 
designs and truss-rod 
access plates. . 

J. Concert Tone custom 
carved top Banjo by 
special order. 


plated bell-brass construc- 


recessed brackets, adjust- 


D. Adjustable finger type 
tail-piece (Concert Tone 


G/H/I. Banjo with geared 
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From the front row box to the back row bench, 
the Fender-Rhodes smartly styled keyboard 
instruments give that standing room only 
sound. The Fender-Rhodes Electric Piano, 
Piano Bass, and Contempo Organ present a 
bowlful of exciting musical sounds. Outdoors 
or indoors, fill the amphitheatre or lounge 
with the lush sounds from these quality key- 


board instruments. 


FENDER-RHODES ELECTRIC PIANO 


The versatility of the Fender-Rhodes Electric Piano 
gives today’s musical groups an outstanding new 
sound. In addition, when chorded or used in conjunc- 
tion with other instruments, the piano can achieve 
extraordinary blending. Easy action, high distortion- 
less power and vibrato providing a wide variety of 
playing styles. 

Patented “Tone Bars” and custom hammer action al- 
low not only dynamic action, but a percussion-type 
effect as well. There are no reeds to break since spe- 
cial “wands” are used with individual pickups for each 
“Tone Bar.” Also, each note is completely and easily 
tunable by a simple spring adjustment. Basic tone 
characteristics may be altered by adjusting each tone 
bar. Further changes may be made by bass and treble 
boost/cut controls located on the face of the piano 

next to the volume control. Vibrato speed and intensity 
controls vary the stereo-vibrato effect created by the 
new dual-amplifier system employed. 


This portable piano packs in two units; the keyboard 
section and the amplifier-stand section. The amplifier- 
stand section contains an all new dual-amplifier sys- 
tem; with each amp connected to two of the four 
special design heavy duty speakers. Combined output 
of the amps is 100 watts RMS and 220 watts peak out- 
put. An easy-action sustaining pedal is also built into 
the amp-stand section. The amplifier control section 
features the AC outlet, piano input, AC on-off switch, 
pilot light, earphone jack and auxiliary amplifier jack. 


Both cabinets are ruggedly built of ?/4” wood with lock- 
joint corners and covered with long-lasting vinyl 


“Tolex.’ The attractive fiberglass piano top section is 
easily removable for access. These features make the 
Fender-Rhodes Piano the finest electric piano on 
today’s market. 

Piano Patents: 2,972,922—3,285,116—3,270,608—Des. 200,400 & Pending. 


FENDER CONTEMPO ORGAN 


Fender’s Contempo gives the musician one of the 
finest portable organs available. Its many outstanding 
features, quality components, and sturdy construction 
make it ideal for the traveling group demanding an 
organ that measures up to professional standards. 


All components are solid state and conveniently lo- 
cated so servicing or tuning can be easily accom- 
plished. Its 61 keys are split: 44 white keys in the nor- 
mal organ section and 17 black keys in the special bass 
section. The keyboard is controlled by a “Solo-Nor- 
mal” rocker switch. When in “Normal” position, the 
bass section functions according to voices selected. 
These voices vary from an octave above to one below 
standard organ notation. When the switch is in “Solo” 
position, however, the bass section becomes part of 
the regular organ keyboard giving a full 5 octaves of 
normal playing. 

Keyboard voices of the Contempo are Diaphone 16’, 
String Bass 8’, and Horn 4’ in the Bass section; Cello 
16’, Diaphone 16’, Diaphone 8’, Clarinet 8’, Quint 51/2’, 
String 4’, Principle 4’, Vibrato, Vibrato Slow or Fast, 
Tremolo and Solo Timbre in the normal keyboard sec- 
tion. Each voice has three separate boost tabs giving 
eight possible degrees of intensity. A quick-disconnect 
tone and volume foot pedal is supplied with the unit. 


Utilizing a two-channel system, the bass and treble 
outputs may be separated if desired, or both connected 
into one amp. All cord input jacks and the AC cord 
input jack are recessed and located under keyboard 
casing. An on-off switch and pilot light are conveni- 
ently located on the far left of the keyboard. Con- 
tempo’s attractive chrome stand is extremely sturdy 
and allows the organ to be tilted for playing ease in 
either sitting or standing positions. Size without stand: 
Length 39”, Depth 191/4”, Height 7”. 


FENDER-RHODES PIANO BASS 


The Fender-Rhodes Piano Bass used in conjunction 
with any heavy duty amplifier can be a great asset to 
pianists, organists, and small combos lacking a bass 
player. In addition, the Piano Bass may be used in 
groups were the bass player doubles on a second in- 
strument. Also ideal for use by any sideman or 
vocalist. 


It is a keyboard instrument possessing the tonal char- 
acteristics and pitch range of a standard bass. Thirty- 
two keys start with low “E” and extend upward to “B”’ 
below middle “C.” The action is similar to that of any 
standard piano; when a key is depressed, the damper 
releases, enabling the player to achieve sustained 
notes. When keys are released quickly, the player will 
have shortened or staccato notes. This touch control 
makes possible a percussion effect if desired. Separate 
volume and tone controls are provided for further 
variation. Any musician with an average piano tech- 
nique can play normal bass lines on the Piano Bass. 
Because of extremely fast keyboard action, it is rela- 
tively easy to produce passages with speed and clarity 
previously impossible. 


A heavy-duty tilt-top adjustable stand is available for 
the Piano Bass. It enables the player to use the instru- 
ment from a seated or standing position. 


Musicians have found that the addition of the Piano 
Bass to their group achieves the “complete and fin- 
ished sound” that is so important to every musical or- 
ganization. 

Piano Bass Patents: 2,972,922—3,270,608 & Pending. 


FENDER VIBRATONE *) 


Give yourself a complete new experience in sound 
with the Fender Vibratone. The Vibratone incorpo- 
rates the famed Leslie Vibrato Speaker System which, 
when used in conjunction with a standard amplifier, 
gives all instruments, including guitar and organ, a 
tonal versatility from cathedral elegance to funky 
blues depending on your control settings. 


Two distinctly different tremolo sounds are available 
as the unit has two speeds controlled by a foot switch. 
A second switch enables the player to change from 
the regular guitar amplifier’s speaker to the Vibratone. 
A unique crossover system allows both low and very 
high frequencies to always emanate from the regular 
amp speaker(s) when the signal is switched to Vibra- 
tone. This maintains a constant clean mid-range trem- 
olo tone in the Vibratone Unit. 


Construction is of 3/4” wood with lock-joint corners to 
withstand hard professional use. It is covered in black 
vinyl ‘“‘Tolex” and has silver-blue grill cloth to match 
Fender Amplifier styling. 


left to right: Fender-Rhodes 73 key Electric Piano/Piano 
Bass/Contempo Organ/Vibratone 


Hollywood Bowl, Hollywood, California. 
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left to right: Bassman/ 
Super-Reverb/ Dual. 
Showman/Showman/ 
Bandmaster/Twin-Reverb 
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Fender Professional Amplifiers supply a thea- 
ter of sound for instruments of every type. Dis- 
tortionless balcony power is a “built-in” that 
gives satisfaction to every musician. Advanced 
circuitry gives assurance of long trouble-free 
performance and new styling gives good looks 
for years to come. The stage is yours when 


yours is Fender. 


FENDER DUAL SHOWMAN AMP 


Fender’s popular Dual Showman Amplifier, one of 
the world’s most powerful amps, will fill a hall with 
unsurpassed musical instrument amplification. The 
amp is of the “piggyback” or dual unit design featur- 
ing two enclosed 15” J. B. Lansing Speakers in column 
form which produce unexcelled brilliance of tone. The 
speakers are mounted in a special design baffle mak- 
ing the Dual Showman distortion-free at very high 
volume with full tone reproduction. The chassis, or 
amplifier portion, may be top-mounted as shown, or 
used as a remote unit. 


Fender’s Dual Showman Amp features the following 
controls on the front panel: two inputs for each chan- 
nel, separate bright switches, volume, treble, and bass 
controls; middle, speed and intensity controls for the 
vibrato channel. The back panel includes: AC outlet, 
ground switch, extractor-type fuse post, AC on-off 
switch, standby switch, speaker jack, extension 
speaker jack, and jack for the remote control vibrato 
foot switch supplied with the amp. 


The Dual Showman is recommended for those who 
desire the ultimate in musical instrument amplifica- 
tion. Tubes used: 2-7027, 1-12AT7 and 1-12AX7 (each 
dual purpose), 4-6L6GC, Silicon Rectifiers; (the dual 
purpose tubes make the Dual Showman the equivalent 
of a fourteen tube amplifier). Two 15” J. B. Lansing 
D-130F Speakers (or two 15” JBL D-140F Bass Speakers 
by special order). Size: Chassis Unit: Height 8”, Width 
24”, Depth 91/2”. Speaker Unit: Height 451/2”, Width 30”, 
Depth 111/2”. RMS power output, 85 watts; peak power 
output 187 watts. Additional features may be found 

on pages 38 and 39. 


Dual Showman Patent: 2,817,708. 


FENDER DUAL SHOWMAN AMPLIFIER 2) / 
WITH REVERB 


Fender’s Dual Showman with built-in reverb enables 
the musician to obtain the exceptional Dual Showman 
performance with the additional feature of reverbera- 
tion. This hall-filling amplifier will now present an 


even more desirable unit because of its new versatility. 


FENDER SHOWMAN 15” AMP 


Quality craftsmanship insures encore after encore 
with the Fender Showman Amplifier. It contains all 
the features of the Dual Showman except that it is 
equipped with one J. B. Lansing 15” enclosed speaker. 
Widely considered to be one of the finest amplifiers 
available, it is recommended to those desiring wide- 
range high-fidelity tone with high volume. 


Tubes used: 2-7025, 1-12AT7 and 1-12AX7 (each dual 
purpose), 4-6L6GC, Silicon Rectifiers. The dual pur- 
pose tubés make the Showman the equivalent ofa 
fourteen tube amplifier. One 15” J. B. Lansing D-130F 
Speaker (or one 15” D-140F JBL Speaker by special 
order). Size: Chassis Unit; Height 8”, Depth 91/2”, 
Width 26”, Speaker Unit; Height 24'/2”, Width 36”, 
Depth 11/2”. RMS power output 85 watts; peak power 
output, 187 watts. Additional features of the Showman 
may be found on pages 38 and 39. 


Showman Patent: 2,817,708. 


FENDER BANDMASTER AMP 


Keep your audience in the palm of your hand with the 
powerful performance of the Fender Bandmaster. The 
many professional features included make it one of 
the most popular in its price class. It is of “piggyback” 
or dual-unit design. Two 12” heavy-duty enclosed 
speakers are mounted in large individual specially- 
designed baffles. The special design of this enclosure 
greatly improves tone and volume without distortion, 
and permits optimum performance of the speakers. 


Fender’s Bandmaster features the following controls 
on the front panel: Normal Channel; separate bass, 
treble, volume controls and bright switch, two instru- 
ment inputs. Vibrato Channel; separate bass, treble, 
volume controls and bright switch, plus speed and 
intensity controls, two instrument inputs. Back panel; 
AC outlet, ground switch, extractor-type fuse post, AC 
on-off switch, standby switch, speaker jack, extension 
speaker jack, and jack for remote control vibrato foot 
switch supplied with the amp. The Bandmaster is 
recommended for those who wish fine instrument am- 
plification at a moderate price. Tubes: 2-7025, 1-12AT7, 
and 1-12AX7 (each dual purpose), 2-6L6GC, Silicon 
Rectifiers. The dual purpose tubes make the Band- 
master the equivalent of a twelve tube amplifier. Size: 
Chassis Unit: Height 81/2”, Width 24”, Depth 91/2”. 
Speaker Unit: Height 40”, Width 291/2”, Depth 1112/2”. 
Two 12” custom designed heavy duty speakers. RMS 
power output, 40 watts; peak power output 88 watts. 

J. B. Lansing replacement speakers, D-120F. Additional 
features of the Bandmaster may be found on pages 

38 and 39. 


Bandmaster Patent: 2,817,708. 


FENDER BANDMASTER AMPLIFIER 
WITH REVERB i 


The Fender Bandmaster with built-in reverb will prove 
adaptable to practically any musical challenge. All 
the regular Bandmaster features including high power, 
enclosed 12” speakers and vibrato, pack a punch 
unmatched in the medium price range. 


FENDER TWIN/REVERB. AMP 


Fender’s Twin/Reverb Amp features flawless repro- 
duction from its latest. circuit advances. Modern sty]l- 
ing spotlights prestige stage appearance. It is capable. 
of extremely high distortionless power with wide tone 
range characteristics making it a favorite among top- 
flight musicians. It is housed in the modern cabinet 
with black “Tolex” vinyl covering, and constructed for 
hard professional use. In addition, the Twin/Reverb 
has tilt-back legs enabling the sound to reach the 
farthest point in the room or hall in which it is being 
played. Sound distribution is also greatly assisted 
through the use of its two 12” heavy duty speakers. 


Features of the Twin/Reverb include a convenient 
front control panel on which are located two inputs for 
each channel plus separate bright switches, volume, 
treble, middle, and bass controls for each channel; 
plus speed, depth and reverb controls for the reverb/ 
vibrato channel. On the back panel are located the AC 
outlet, ground switch, extractor-type fuse post, on-off 
switch, standby switch, speaker jack, extension speaker 
jack, jack for remote control vibrato foot switch and 
jack for remote control reverb foot switch supplied 
with the amplifier. The Twin/Reverb Amp is highly 
recommended where high fidelity sound is required at 
high volume and is one of the outstanding amplifiers 
on today’s market. Tubes used: 3-7025, 2-12AT7 and 
1-12AX7 (each dual purpose), 4-6L6GC, Silicon Recti- 
fiers. The dual purpose tubes make the Twin/Reverb 
the equivalent of an eighteen tube amplifier. Two 12” 
custom designed heavy duty speakers. Size: Height 
201/2”, Width 261/2”, Depth 91/2”. RMS power output, 

85 watts; peak power output, 187 watts. J. B. Lansing 
replacement speakers, D-120F. Additional features of 
the Twin/Reverb may be found on pages 38 and 39. 
Twin/Reverb Patents: 2,817,708—Des. 192,859. 


FENDER BASSMAN AMP 


Rugged and dependable! These words best describe 
the Fender Bassman Amp. The popular column ar- 
rangement gives the best possible sound dispersion. 
The Bassman incorporates two enclosed speakers with 
a separate amplifier chassis unit. The two enclosed 12” 
heavy duty custom designed speakers, with their in- 
dividual special design baffles, make the Bassman dis- 
tortion-free, allowing the player to use his full bass 
notes and ample volume. Another Bassman feature is 
the incorporation of dual channels; one a Bass Chan- 
nel, and the other Normal which may be used with 
instruments other than bass. 


The Bassman has become a favorite with bassists 
throughout the world and is recommended to those 
players who desire the finest in electric bass, bass 
guitar and guitar amplification. Front panel controls 
include: Bass channel: two instrument inputs, deep 
switch, separate bass, treble and volume. Normal 
channel: two instrument inputs, bright switch, sep- 
arate bass, treble and volume. Back panel: AC outlet, 
AC on-off switch, standby switch, speaker jack and 
extension speaker jack. Tubes: 3-7025, 1-12AT7 (each 
dual purpose), 2-6L6GC, Silicon Rectifiers. The dual . 
purpose tubes make the Bassman the equivalent ofa 
twelve tube amplifier. Size: Chassis Unit: Height 81/2”, 
Width 22”, Depth 91/2”. Speaker Unit: Height 40”, 
Width 291/2”, Depth 111/2”. RMS power output, 50 
watts; peak power output 110 watts. Additional fea- 
tures may be found on pages 38 and 39. 


FENDER SUPER/REVERB AMPLIFIER 


Big amp sound and convenient portability combine to 
make the Super/Reverb one of the all-time Fender 
super-stars. It’s one of the most frequently used am- 
plifiers in studios and clubs throughout the world. 
Both reverb and vibrato are built-in to meet all play- 
ing requirements. It features the new modern Fender 
Professional Amplifier cabinet styling and vinyl 
“Tolex” covering and is recommended for use for all 
amplified instruments. 


Controls are mounted on the convenient front panel: 
Normal channel; two instrument inputs, bright switch, 
volume, treble and bass controls. Vibrato channel; two 
instrument inputs, volume, treble, middle, bass, reverb, 
speed and intensity controls and bright switch. Back 
panel; AC outlet, ground switch, speaker jack, exten- 
sion speaker jack, extractor-type fuse post, AC on-off 
switch, standby switch, jack for vibrato foot pedal and 
jack for reverb foot pedal supplied with the amplifier. 
Tubes: 3-7025, 1-12AX7 and 2-12AT7 (each dual pur- 
pose), 2-6L6GC, 1-GZ34 (the dual purpose tubes make 
the Super/Reverb the equivalent of a fifteen tube am- 
plifier). 4-10” custom designed Heavy Duty speakers. 
Size: Height 251/2”, Width 25!/2”, Depth 91/2”. RMS 
power output, 40 watts; peak power output, 88 watts. 

J. B. Lansing replacement speakers D-110F. Additional 
features of the Super/Reverb may be found on pages 
38 and 39. 


Super/Reverb Patents: 2,817,708—Des. 192,859. 


FENDER AMP STAND Even] . 


Fender Amplifier Stands are available to accommo- 
date all large amps including Public Address columns. 
These attractive stands tilt the amplifier backward at 
various degrees in order to loft the sound to the far 
corners of any club or hall. The stand is equipped with 
wheels on the rear legs to allow easy movement. It is 
easy to install, extremely sturdy, and heavily chromed 
to retain its handsome appearance. 


This unit is also available as an accessory. 


FENDER FUZZ-WAH ENENG 


Only Fender has produced a unit so far out! Push the 
pedal up and down... the result is fuzz that really is. 
Side to side and the pedal produces a wild wah effect. 
Combine both actions and both effects run rampant. 
When utilizing both channels of a two-channel ampli- 
fier, one channel will control the volume and tone of 
the instrument while the other controls the volume and 
tone of either fuzz, wah, or both. It is therefore pos- 
sible to obtain any degree or variation of both effects. 
Wild! 
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From a store full of amplifiers, it’s easy to pick 
out the sharp ones. Fender always displays the 
tops in performance and appearance. Try them 


out; comparison proves Fender superiority. 


FENDER PRO/REVERB AMP 


Here is the professional amplifier that compliments a 
variety of jobs. Reverberation and Vibrato gives the 
player an amplifier compact in size yet having all the 
effects in one package. It is capable of excellent power 
and fidelity and employs two 12” Heavy Duty Custom 
Design Speakers giving excellent reproduction 
throughout the guitar range. “Tilt-back” legs assist in 
superior sound distribution. 


The Pro/Reverb has the following controls for each of 
the normal and vibrato channels: two instrument in- 
puts, bright switch, volume, treble and bass; plus re- 
verb, speed and intensity controls for the reverb/ 
vibrato channel. On the back panel are located the AC 
outlet, ground switch, extractor-type fuse post, on-off 
switch, standby switch, speaker jack, extension 
speaker jack, jack for remote control vibrato foot 
switch and jack for remote control reverb foot switch 
supplied with the amplifier. Tubes: 3-7025, 2-12AT7, 
1-12AX7 (each dual purpose), 2-6L6GC, 1-GZ34. (The 
dual purpose tubes make the Pro/Reverb the equiva- 
lent of a fifteen tube amplifier.) 2-12” Heavy Duty Cus- 
tom Design Speakers. Size: Height 191/2”, Width 261/2", 
Depth 10”. RMS power output 40 watts; peak power 
output 88 watts. J. B. Lansing replacement speakers 
D-120F. Additional features may be found on pages 38 
and 39. 


Pro/Reverb Patents: 2,817,708—Des. 192,859. 


FENDER VIBROLUX/REVERB AMP 


Big performance in a small package describes the 
Vibrolux/Reverb. Built-in Reverb and Vibrato plus 
two 10” heavy duty speakers make it ideal for club 
work and for recording. The circuit incorporates the 
latest control and audio features to make it the finest 
amp of its type in its price range. 

An easy access front control panel includes separate 
volume, treble, bass controls and bright switches for 
each of the normal and vibrato channels, plus reverb, 
speed and intensity controls for the vibrato channel. 
The back panel includes AC plug, ground switch, ex- 
tractor-type fuse post, AC on-off switch, speaker jack, 
extension speaker jack, jack for vibrato foot switch 


and jack for reverb foot switch supplied with the amp. 


Tubes: 3-7025, 2-12AT7, 1-12AX7 (each dual purpose), 
2-6L6GC and 1-GZ34. (The dual purpose tubes make 
the Vibrolux/Reverb the equivalent of fifteen tubes.) 
Size: Height 181/2”, Width 25”, Depth 91/2”. RMS power 
output 35 watts; peak power output 77 watts. J. B. 
Lansing Replacement speakers D110F. 

Vibrolux/Reverb Patents: 2,817,708—Des. 192,859. 


FENDER DELUXE/REVERB AMP 


Styling and advanced engineering make the Deluxe/ 
Reverb the first in its class. Built-in Reverb and Vi- 
brato plus its ample power give it outstanding per- 
formance, particularly for recording and small club 
work. 


The Deluxe/Reverb employs the following features: 
two channels; normal and vibrato containing two 
volume controls, two treble controls, two bass con- 
trols, reverb, speed and intensity controls and a pilot 
light. The back panel includes: AC plug, ground 
switch, extractor-type fuse post, AC on-off switch, 
standby switch, speaker jack, extension speaker jack, 
jack for reverb foot switch and jack for vibrato foot 
switch. Tubes: 3-7025, 2-12AT7, 1-12AX7 (each dual 
purpose), 2-6L6GC and 1-GZ34, (The dual purpose 
tubes make the Deluxe/Reverb the equivalent of a fif- 
teen tube amp.) One 12” Custom Design Heavy Duty 
Speaker. Size: Height 171/2”, Depth 91/2”, Width 241/2”. 
RMS power output 20 watts; peak power output 44 
watts. J. B. Lansing replacement speaker D120F. 


Deluxe/Reverb Patents: 2,817,708—Des. 192,859. 


FENDER PRINCETON/REVERB AMP 


A performance-proven favorite among students, studio 
operators and guitar teachers everywhere. The Prince- 
ton/Reverb includes built-in Reverb and Vibrato plus 
an impressive list of features found only in more ex- 
pensive amps. Compare it! 


Its front panel includes: Two instrument inputs, vol- 
ume, treble, bass, reverb, speed and intensity controls 
plus a pilot light. The back panel includes: AC outlet, 
AC on-off switch, ground switch, extractor-type fuse 
post, speaker jack, extension speaker jack, jack for 
reverb foot pedal and jack for vibrato foot pedal. 
One 10” Custom-Design Heavy Duty Speaker. Size: 
Height 16”, Depth 51/2”, Width 16”. RMS power output 
12 watts; peak power output 26 watts. 

Princeton/Reverb Patent: Des. 192,859. 


FENDER VIBRO/CHAMP AMP 


Fender's Vibro-Champ was designed particularly for 
the student and the advanced or professional desiring 
a home “practice” amp. Its impressive sound, modern 
styling, plus built-in Vibrato make it tops for these 
uses. Heavy duty components and construction will 
give years of service. 


The front panel includes: two instrument inputs, vol- 
ume, treble, bass, speed and intensity controls, an on- 
off switch and pilot light. One 8” Heavy Duty Special 
Design Speaker. Size: Width 17”, Height 14”, Depth 
7*/2"". RMS power output 5 watts; peak power output 
11/2 watts. 


Vibro-Champ Patent: Des. 192,859. 


left to right: Vibrolux-Reverb/Vibro-Champ/Pro-Reverb/ 
Princeton-Reverb/Deluxe-Reverb 


Coast Music, Costa Mesa, California. 
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BEER AME. 


Waiting in the wings for your cue? Step into 
the spotlight and win rounds of applause with 
this combination of elegant design and so- 
phisticated quality ...the Fender Solid-State 
Public Address system. These accessories look 
great and add professional depth on stage. No 
flat sounds here but a full, rich setting for any 


performing group. 
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left to right: Boom stand with F-520 mike/Solid-State P.A. 
System (Amp Unit and two columns)/Straight Stand with F-570 
Reverb Mike/Reverb Unit/Straight Stand with F-550 Mike/ 
Foreground: Echo-Reverb Unit ‘ 


FENDER SOLID STATE PUBLIC ADDRESS 
SYSTEM 


Fender’s Public Address System offers traveling 
groups and club owners a portable, high power, three- 
piece combination designed to effectively cover most 
any room and hall. This outstanding sound system 
features 100 watts RMS power with all silicon type 
transistors. The power stage is cooled by convection 
through the front panel. The amplifier has four high 
impedance inputs into separate channels. Each of the 
four channels has its own concentric Volume Control 
and Tone Control that allow both boost or cut. In addi- 
tion, each of the channels has an individual pilot light 
showing which are in use. Another outstanding fea- 
ture is a switching and light identification panel per- 
mitting the introduction of echo or reverberation for 
each or all of the channels. A V.U. meter is placed 
immediately under the echo switching panel for easy 
reading of input signal strength. The system features 
two column speaker units. Each contains four 10” 
heavy duty speakers or four 12” heavy duty speakers. 
One of these combinations will prove perfect for max- 
imum sound coverage. 


The back panel controls include: on-off ground switch, 
AC outlet, circuit breaker, extractor-type fuse post, 
two speaker input jacks, echo input, echo output, 
four microphone input jacks. All three units are cov- 
ered in black vinyl “Tolex” with matching grill cloth 
to complete an extremely attractive system. All cab- 
inetry is made from °/4” wood with lockjoint corners 
to withstand the hardest professional use. NEW 
POWER RATINGS: RMS power, 105 watts; EIA music 
power, 175 watts; EIA peak power, 350 watts. Size: 
Amplifier; Height 7”, Width 19”, Depth 10”. Speakers 
each; Height 601/2”, Width 13”, Depth 91/2” (10” Col- 
umns). 


FENDER ECHO-REVERB UNIT 


Utilizing a unique disc-type delay, the Echo-Reverb 
Unit delivers echo, reverberation and vibrato. This 
transistorized electrostatic memory system stores 
audio signals for a moment; then reproduces and re- 
peats them. Individual echoes or a reverberant effect 
from a blend of rapidly repeating echoes may be ob- 
tained. Light vibrato is incorporated in the circuit and 
is present at any setting. The cabinet is built to take 
the hardest professional use and styled to match Fen- 
der Amplifiers. Front controls include: echo volume 
(including power on-off), reverberation, echo delay 
(settings of long-short-combined), remote foot switch 
jack, two instrument input jacks, amplifier output jack 
and pilot light. 


FENDER SOLID STATE 
REVERBERATION UNIT 


Fender’s Transistorized Reverb Unit is designed for 
use with all amplification systems including Public 
Address. The “expanded sound” effect produced by 
this unit gives an added dimension to any amplified 
instrument or voice. In addition, it may be used with 
phonograph and tape recorded program material. It 
incorporates its own amplifier section and the Ham- 
mond Reverberation adapter. Used with the player’s 
normal amplifier, reverberation is switched in or out 
by use of the remote on-off reverb foot switch. 


Its modern front panel control section includes the 
instrument input jack, gain control, blend control, tone 
control, amplifier output jack, on-off rocker switch 
and pilot light. The gain control advances reverbera- 
tion signal and the blend control mixes reverb with 

the instrument or voice signal. The back panel includes 
AC outlet, fuse post, jack for remote control foot 
pedal. Size: Height 51/4”, Depth 91/2”, Width 181/2”. 
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Fender dazzles the musical world with a solid 
state “rock-in.” These solid-state amplifiers, 
including Bassman, Vibrolux/Reverb, Deluxe/ 
Reverb, Twin/Reverb, Pro Reverb, and Super/ 
Reverb are the heavy-duty performers that 
lock on to today’s sounds. When you want the 
finest solid state-ment, select one of Fender’s 
solid state amps. Join the Fender sound 


revolution! 
FENDER SOLID STATE PRO/REVERB AMP 


Smooth sounds... powerful sounds... combine with 
portability to make the Solid State Pro/Reverb ideal 
for the traveling musician. New solid state styling as- 
sures a modern look for years to come and built-in 
reverb and vibrato give it those “extras” to handle the 
right job at the right time. 


Front panel features include: Normal channel: two in- 
strument inputs, bright switch, volume, treble and bass 
controls. Vibrato channel: two instrument inputs, 
bright switch, volume, style, treble, bass, reverb, vi- 
brato speed and vibrato intensity controls. The style 
control gives tone settings of ‘‘Pop-Normal-CW/RR” in 
order to suit each style of playing. 


Back panel features include: on-off-ground switch, AC 
outlet, circuit breaker, jack for remote vibrato foot 
switch, jack for remote reverb foot switch, speaker 
jack, extension speaker jack, extractor-type fuse post. 
A double foot switch is supplied with the amplifier. 
Speakers: two 12” heavy duty special design. NEW 
POWER RATINGS: RMS power, 56 watts; EIA music 
power, 95 watts; Peak power, 190 watts. Size: Height 
321/2", Width 191/2”, Depth 101/2”. 


FENDER SOLID STATE BASSMAN AMP 


Built for high-powered big beat sound... the solid 
state Bassman sounds-off with an undistorted 105 
watts RMS output. Utilizing three extremely heavy- 
duty special design 12” speakers, enables the bassist 
to obtain very high volume with his lowest notes. A 
tough, rugged bass amp that takes on all comers! 


The Bassman features a single channel with two in- 
strument inputs, volume, treble and bass controls. The 
treble and bass controls allow both boost and cut of 
their respective functions. In addition, a style control 
gives the player four separate positions including two 
positions of bass boost, guitar normal and guitar 


bright. An overload light signals the player when the 
speakers are being driven past the safe point. The pilot 
light indicates power on or off. The back panel in- 
cludes the on-off-ground switch, AC outlet, circuit 
breaker, speaker jack, extension speaker jack and 
extractor-type fuse post. Size: Chassis Unit; Height 
61/2”, Width 131/4”, Depth 10”. Speaker Unit; Height 40”, 
Width 30”, Depth. 11!/2”. NEW POWER RATINGS: 
RMS power, 105 watts; EIA music power, 175 watts; 
EIA peak power, 350 watts. 


FENDER SOLID STATE TWIN/REVERB AMP 


Fender’s transistorized Twin/Reverb is a single-unit, 
column-type model with built-in reverb and vibrato. 
Its new styling and circuitry make it extremely attrac- 
tive on stage as well as high in performance. A side 
handle permits easy carrying and weight has been cut 
considerably by the use of silicon-type transistors and 
a single power transformer. The output stage is cooled 
by convection through a specially designed front panel, 


Front panel includes: Normal channel: two instrument 
inputs, bright switch, style, volume, treble and bass 
controls. Vibrato channel: two instrument inputs, 
bright switch, style, volume, treble, bass, vibrato 
speed, vibrato intensity and reverb controls. The style 
switch gives tone settings of ‘“Pop-Normal-CW/RR’” in 
order to suit each style of playing. Back panel in- 
cludes: on-off-ground switch, AC outlet, circuit 
breaker, jack for remote vibrato foot switch, jack for 
remote reverb foot switch, speaker jack, extension 
speaker jack and extractor-type fuse post. Speakers: 
2-12” heavy duty custom design. Size: Height 32”, 
Depth 101/2”, Width 19”. NEW POWER RATINGS: RMS 
power, 105 watts; EIA music power, 175 watts; EIA 
peak power, 350 watts. 


FENDER SOLID STATE VIBROLUX/ 
REVERB AMP 


An ideal compact amplifier for clubs and studios. High 
power capabilities include: built-in reverb and vibrato. 


Front panel includes: Normal channel: two instrument 
inputs, bright switch, volume, treble and bass controls. 
Vibrato channel: two instrument inputs, bright switch, 
volume, treble, bass, vibrato speed, vibrato intensity 
and reverb controls. Back panel includes: on-off- 
ground switch, AC outlet, circuit breaker, jack for re- 
mote vibrato foot switch, jack for remote reverb foot 
switch, speaker jack, extension speaker jack, extrac- 
tor-type fuse post. Speakers: 2-10” heavy duty custom 
design. Size: Height 311/s”, Width 18'/4”, Depth 101/2”. 
NEW POWER RATINGS: RMS power, 42 watts; EIA 
music power, 60 watts; EIA peak power, 120 watts. 


FENDER SOLID STATE DELUXE/ 
REVERB AMP 


The Deluxe/Reverb is Fender’s smallest solid-state 
amp. ...in size only. Its big power sound must be 
heard to be appreciated. It has built-in reverb and 
vibrato, perfect for small clubs, recording and home 
use. Professional guitarists find that this high perform- 
ance amplifier more than fulfills their demanding 
requirements. 


Front panel includes: Normal channel: two instrument 
inputs, volume, treble, bass controls and bright switch. 
Vibrato channel: two instrument inputs, bright switch, 
volume, treble, bass, vibrato speed, vibrato intensity 
and reverb controls. 


Back panel includes: on-off-ground switch, AC outlet, 
circuit breaker, jack for remote vibrato foot switch, 
jack for remote reverb foot switch, speaker jack, ex- 
tension speaker jack and extractor-type fuse post. 
Speaker: 1-12” heavy duty custom design. Size: Height 
19”, Width 171/2”, Depth 10”. NEW POWER RATINGS: 
RMS power, 32 watts; EIA music power, 50 watts; EIA 
peak power, 100 watts. 


FENDER SOLID STATE SUPER/ 
REVERB AMP 


This new solid state Super Reverb Amp produces am- 
ple power without distortion, suitable for practically 
any stage. Styled for show ... powered for “go”! 


Front panel features include: Normal channel: two in- 
strument inputs, bright switch, volume, treble and bass 
controls. Vibrato channel: two instrument inputs, 
bright switch, style, volume, treble, bass, reverb, vi- 
brato speed and vibrato intensity controls. The style 
switch gives tone settings of “Pop-Normal-CW/RR” in 
order to suit each style of playing. 


Back panel includes: on-off-ground switch, AC outlet, 
circuit breaker, jack for vibrato to remote foot switch, 
jack for remote reverb foot switch, speaker jack, ex- 
tension speaker jack and extractor-type fuse post. A 
double foot switch is supplied with each amplifier. 
Speakers: four 10” heavy duty special design. NEW 
POWER RATINGS: RMS power, 56 watts; EIA music 
power, 95 watts; EIA peak power, 190 watts. Size: 
Height 331/2”, Width 22%/2”, Depth 10/2”. 


Additional features may be found on pages 38 and 39. 


left to right: P.A. Column/Solid-State Amps: Deluxe-Reverb/ 
Pro-Reverb/Super-Reverb/Bassman/Twin-Reverb/ 
Vibrolux-Reverb 


@ Fender booth, 1968 Teenage Fair, Hollywood, California. 


Tube front panel design. 
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Attractive ‘‘Tolex’’ vinyl covering material resists abra- 
sions and scuffs and is unaffected by climate variations. 


3/4” wood cabinet stock is lockjointed providing rugged 
construction and firm chassis support. 


Employment of printed circuits simplifies design. 


Tube amp component layout and 
chassis design eliminate circuit 
interaction, facilitate servicing. 
Note unit parts panel ... all small 
parts are securely soldered elim- 
inating vibrations and rattles. 


M 


Ane Amplifier Features 
. 
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Solid-State front panel design. 


For the past 23 years, the name Fender 
has been synonymous with quality 
amplifiers. Cabinet and circuitry have 
been designed and produced to give 
high performance amplification, eco- 
nomical operation and complete guar- 
anteed ownership satisfaction. 


Each Fender Professional Amplifier 
(except the Solid State Bassman) has 
dual channels: normal and vibrato. 
Both are capable of producing tremen- 
dous, distortion-free power with addi- 
tional reserve power when necessary. 


Fender Amplifiers, both Solid State and 
Tube models, are built with the finest 
components available. Power and out- 
put transformers are designed primar- 
ily to prevent overloading and are 
heavy duty in nature. High voltage wir- 
ing is insulated and easy to locate when 
the chassis is removed. All components 
are securely mounted on parts panels 
to eliminate rattles and other vibra- 
tions found in some amplifiers. All 
Fender cabinets are made from three- 
quarter inch wood with lock-join cor- 
ners and securely mounted baffle 
boards. The black vinyl “Tolex” and 
silver grille cloth will give your ampli- 
fier a new appearance for many years. 
Both are resistant to abrasions and 
scuffs and are not affected by moisture 
or temperature variations. 


A WORD ABOUT POWER 


Because of the interest in power as 
well as sound, we are including power 
ratings of all Fender Amplifiers in this 
catalog. Power ratings may be mislead- 
ing to a certain extent. That is, two 
amplifiers with equal power can be 
rated so that one has twice as much 
power as another. Basically, there are 
three common ratings: 1) RMS Power; 
2) Music Power; )3 Peak Power. This 
year, we are providing information on 
both peak and RMS power so that you 
may compare our amplifier with those 
of other manufacturers. 


SPECIAL AMPLIFIER FEATURES 


INPUT JACKS: Instrument, echo or 


microphone input jacks. When only one 


instrument is used, place plug in num- 
ber one jack. Microphones and hi-fi 
equipment should be used in numbe 
two jack. : 


BRIGHT SWITCH: Adds brilliance to 
all notes, especially accents those in 
the upper registers. 


VOLUME CONTROL: Regulates 
amount of volume. 


STYLE CONTROL (Solid State Models) 
Regulates tone in the middle registers 


PEAK POWER (watts) 
RMS POWER (watts) 


DUAL SHOWMAN 7” 
SHOWMAN 7” 


BASSMAN 110 
BANDMASTER 88 
TWIN/REVERB 187 


SUPER/REVERB 88 
PRO/REVERB 88 
VIBROLUX/REVERB 77 
DELUXE/REVERB 44 
PRINCETON/REVERB 26 
PRINCETON 26 


VIBRO/CHAMP  11'z 
BRONCO © 11'2 
CHAMP 11‘: 
SS TWIN/REVERB 350 
SS BASSMAN 350 105 | 3-12” 
SS PRO/REVERB 190 56 | 2-12” 
SS SUPER/REVERB 190 56 | 4-10” 
SS VIBROLUX/REVERB 120 42 | 2-10” 
SS DELUXE/REVERB 100 32 | 1-12” 
ecqe PA CAQVCTERKM arg 105 R.10” 


SPEAKERS 


TILT-BACK LEGS 


REVERB 


as to Pop, Normal, Country-Western 
and Rock n’ Roll. 


TREBLE CONTROL: Provides addi- 
tional high frequencies to suit indi- 


vidual. Complimented by Bright Switch. 


MIDDLE CONTROL (Tube Models): 
Adds a rich tone and accents middle 
register. 

BASS CONTROL: Regulates desired 
amount of bass response. 

REVERB CONTROL: Increases amount 
of reverberation. 


VIBRATO SPEED CONTROL: Changes 
the speed of the vibrato. 
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MIDDLE CONTROL 
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VIBRATO INTENSITY CONTROL: Pro- 
vides the variance and richness of 
vibrato tone. 


PILOT LIGHT: Indicates when ampli- 
fier is turned on. 


GROUND SWITCH: Eliminates the line 
noise or hum caused by improperly 
polarized AC line. Switch accomplishes 
the same result as turning or reversing 
the plug. NOTE: Solid State models 
contain an “On-Off-Ground” combina- 
tion switch. : 


CIRCUIT BREAKER (Solid State Mod- 
els): Protects amplifier from blow-out 
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EXTENSION SPEAKER 


JACK 


VIBRATO FOOT 
SWITCH 


B ms 


damage. Press red button and reset 
amplifier. 

ON-OFF SWITCH: Turns the amplifier 
on and off. 


EXTENSION SPEAKER JACK: Pro- 
vides a connection to the extension 
speaker and is located next to regular 
speaker jack. 


EXTRACTOR FUSE POST: Permits fast 
replacement of blown fuses. Located on 
rear panel or rear portion of chassis. 


NOTE: Not every Fender Amplifier has 
all of these features. Consult specifica- 
tion chart for individual model features. 
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45”x30"x11!/2” 
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36”x241/2”x111/2” 
B1/2”x22”x9"/2” 
40”x291/2”x111/2” 
24”x81/2”x91/2” 
40”x29”x11!/2” 


25!/2”x251/2”x98/4” 
26!/2x201/2”x93/4”” 
261/4”x191/2”x98/4” 
25”x18'/2”x9!/2” 
24!/2”x17!/2”x9!/2” 
8”x16”x91/2” 
20”x16!/2x9!/2” 
7” x14"x7}/2” 
17”x14”x7!/2” 
17”x14”x7}/2"” 


32/x181/2”x10'/2” 


131/2”x65/4”x10” 
34!/2”x241/2”x9” 


321/2"x19'/2”x101/2” 
331/2”x223/4”x10"/2” 
311/2”x181/2”x101/2” 
19”x178/4”x10” 


19”x7”x10” 
RO1/s”x13"xQ"1/o 


Fender Professional Microphones 


Fender Professional Microphones are 
the finest offered to the industry. Top 
performers and sound engineers find 
them outstanding for vocal or instru- 
mental use. These units, with their 
superior cardioid characteristics, are 
capable of handling a tremendous 
amount of sound pressure level without 
overloading by incorporating an ex- 
tremely flexible diaphragm. Each Fen- 
der Microphone will render exceptional 
performance. 


MODEL F-510 

Cardioid Dynamic, features a pro- 
nounced high frequency response suit- 
able for lead guitar, vocal. Frequency 
range 70-18,000 cps. High impedance. 
On-off switch. 

MODEL F-520 

Cardioid Dynamic, features high fre- 
quency response and attractive wooden 
handle for hand held application. Util- 


izes a flexible diaphragm for close-up 
vocal use. Frequency range 70-18,000 
cps. High impedance. 


MODEL F-530 

Cardioid Dynamic, features an on-off 

‘ switch and a bass roll-off switch. Direc- 
tional and will eliminate audience noise 
and other instruments. Avoids feed- 
back problems. Frequency range 50- 
15,000 cps. High impedance. 


MODEL F-540 

Cardioid Dynamic, for general purpose 
use. Uni-directional avoiding feedback. 
Utilizes built-in breath filter. Fre- 
quency range 50-18,000 cps. High im- 
pedance. ; 

MODEL F-550 

Cardioid Dynamic, for any instrument 
or vocal. Suitable for recording and 
contains heavy windscreen for outdoor 
use. On-off switch. Frequency range 
50-15,000 cps. High impedance. 


MODEL F-560 

Cardioid Dynamic, ideal for vocal, 
recording and PA use. Avoids feed- 
back. On-off switch. Frequency range 
50-15,000 cps. High impedance. 


MODEL F-570 (REVERB) 

The new F-570 has built-in reverb for 
straight vocal or extra sound effects. 
The transistorized amp is powered by 
a standard 9 volt battery. A handy on- 
off switch and reverb control are lo- 
cated on the mike face. Reverb is actu- 
ally built into the microphone. It has 
been developed on the basis of inten- 
sive research in acoustics. The cardioid 
characteristic is capable of handling 
excessive sound pressures without 
overloading by use of a flexible dia- 
phragm. High impedance. Frequency 
range: 50-15,000 cps. 


FENDER MICROPHONE STAND 

Utilizes three legs, each having an auto- 
matic leveling device which also can- 
cels any floor vibrations. Extends to six 
feet. For ease in transporting, the legs 
fold together around center rod. 


FENDER BOOM STAND 

Musicians will find the Boom Stand 
indispensable for miking situations 
where it is not feasible to place a stand 
directly in front. The vertical center 
rod is for ease in transporting. In addi- 
tion, the boom portion of the unit ad- 
justs from complete vertical to horizon- 
tal and also laterally for custom place- 
ment. 
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Strings 


PURE NICKEL 
WRAP STRINGS 


Fender Pure Nickel Wrap 
Electric Strings are the proven 
answer to the string problems 
of the past. They possess ex- 
tremely fine magnetic proper- 
ties, and are wrapped with 
pure nickel to give the strings 
amazing durability, lasting 
beauty and greater magnetic 
response. 


SPANISH GUITAR 


gauge 
11 E-1st, Plain 013% 
12 B-2nd, Plain .017” 
13 G-3rd, Wound . .028” 
14 D-4th, Wound . .034” 
15 A-5th, Wound . .046” 
16 E-6th, Wound .055” 


No. 10 Complete Set . 


HAWAIIAN GUITAR 6-STRING... 
A major 


21 E-1st, Plain .016” 
22 Ct- -2nd, Plain . .018” 
23 A-3rd, Plain. 10210 
24 E-4th, Wound . .032” 
25 A-5th, Wound . .046” 
26 E-6th, Wound 10557 


No. 20 Complete Set . 
Individual tunings upon request. 


HAWAIIAN GUITAR 8-STRING... 
A-7th major & minor 


31 E-1st, Plain .016” 
32 C#-2nd, Plain . .018” 
33 A-3rd, Plain. O21 
34 G-4th, Wound . .026” 
35 E-Sth, Wound . .032” 
36 C-6th, Wound . 033” 
37 A7th, Wound . 044” 
38 G-8th, Wound . .048” 
No . 30 Complete Sets aoe 

39 G-1st, High Plain . .009” 


Individual tunings upon request. 


HAWAIIAN GUITAR 
(BASS NECK)...8-string 
A-6th major & minor 


41 E-1st, Wound 032” 
42 Ct-2nd, Wound 038” 
43 A-3rd, Wound . 044” 
44 Ft-4th, Wound 048” 
45 E-5th, Wound . 055” 
46 C#-6th, Wound OVA 
A7 A-7th, Wound . 087” 
48 F-8th, Wound . 104” 


No. 40 Complete Set. . 
Individual tunings upon request. 
ELECTRIC BASS 


91 G-1st, Wound . 
92 D-2nd, Wound 


.053” 
.065” 


93 A-3rd, Wound . .085” 
94 E-4th, Wound . slliley’ 
No.90Complete Set. . . 

95 C-1st, Wound . .045” 


ELECTRIC MANDOLIN (2 each) 


111 E-Lst, Plain -010” 
112 A-2nd, Plain . Loilisy7 
113 D-3rd, Wound .023” 
114 G-4th, Wound .035” 


No. 115 Complete Set 
Individual strings listed for 
reference. Sold only in sets. 


SPANISH GUITAR... 
light gauge rock ’n roll 


151 E-1st, Plain .010” 
152 B-2nd, Plain . .013” 
153 G-3rd, Plain 10152 
154 D-4th, Wound .026” 
155 A-5th, Wound .032” 
156 E-6th, Wound .038” 


No. 150 Complete Set 


PEDAL GUITAR...8-string A-6th 


1001 E-1st, Plain . .016” 
1002 C#-2nd, Plain LOM 
1003 A-3rd, Plain . .021” © 
1004 F#-4th, Wound . .028” 
1005 E-5th,Wound . .030” 
1006 C#-6th, Wound . .034” 
1007 A-7th, Wound 038” 
1008 F#- 8th, Wound . .048” 
1009 G-1st, High Plain .009” 


No. 1000 Complete Set . 
Individual tunings upon request. 


TENOR BANJO 


1101 A-lst, Plain . -009” 
1102 D-2nd, Plain .012” 
1103 G-3rd, Wound .020” 
1104 C-4th,Wound . .029” 
No. 1100 Complete Set 
Individual strings listed for 
reference. Sold only in sets. 
PLECTRUM BANJO 

1151 D-1st, Plain . .012” 
1152 B-2nd, Plain -014” 
1153 G-3rd, Wound -020” 
1154 C-4th,Wound . .026” 
No. 1150 Complete Set 
Individual strings listed for 
reference. Sold only in sets. 
5-STRING BANJO...extra-long 
1201 D-1st, Plain . .010” 
1202 B-2nd, Plain .013” 
1203 G-3rd, Plain .016” 
1204 C-4th, Wound -026” 
1205 G-5th, Plain Ee OlOZ 
No. 1200 Complete Set 
Individual strings listed for 
reference. Sold only in sets. 
5-STRING BANJO... 

Light gauge extra-long 

1251 D-1st, Plain . .009” 
1252 B-2nd, Plain foal 
1253 G-3rd, Plain -013” 
1254 C-4th, Wound .020” 
1255 G-5th, Plain -009” 


No. 1250 Complete Set 
Individual strings listed for 
reference. Sold only in sets. 


12-STRING GUITAR...electric 
1451 E-1st, Plain . .010” 
1452 E-2nd, Plain -010” 
1453 B-3rd, Plain foulss 
1454 B-4th, Plain .013” 
1455 G-5th, Wound .022” 
1456 G-6th, Plain .010” 
1457 D-7th, Wound .026” 
1458 D-8th, Plain .013” 
1459 A-9th, Wound .034” 
1460 A-10th, Plain 016” 
1461 E-11th,Wound. .044” 
1462 E-12th, Wound . 


No. 1450 Complete Set . 


SPANISH GUITAR... 
smooth round wound 


1501 E-1st, Plain . .012” 
1502 B-2nd, Plain .016” 
1503 G-3rd, Wound .026” 
1504 D-4th, Wound .034” 


1505 A-5th, Dual Wound .044” 
1506 E-6th, Dual Wound .052” 
No. 1500 Complete Set 

(This set supplied on all new 
Fender instruments except 3%.) 


SPANISH GUITAR... 
smooth round wound... 
light guage 


1551 E-1st, Plain . .012” 
1552 B-2nd, Plain . .015” 
1553 G-3rd, Wound . .022” 
1554 D-4th, Wound 10322 
1555 A-5th, Wound .040” 
1556 E-6th, Wound . .048” 
No. 1550 Complete Set 
PEDAL GUITAR... 10-string 
A-6th (MA 7th) 

2001 Gé-1st, Plain -Q137 
2002 E-2nd, Plain .017” 
2003 C#-3rd, ‘Plain -020” 
2004 A-4th, Wound .024” 
2005 F#-5th,Wound . .028” 
2006 E-6th,Wound . .033” 
2007 C#-7th,Wound . .039” 
2008 A-8th, Wound -046” 
2009 F#-9th, Wound . .053” 
2010 E-10th, Wound . .061” 


No. 2000 Complete Set 
Individual tunings upon request. 


MASTERSOUND 
FLATWOUND STRINGS 


Fender Mastersound Flatwound 
Electric Strings are precision 
wrapped assuring absolute 
evenness of tone and a per- 
fectly smooth surface for com- 
fortable fingering. The special 
metal alloys used in these 
strings are far superior and 
provide a higher. degree of 
magnetic properties than has 
been possible in the past. 


SPANISH GUITAR... flatwound 
51 E-1st, Plain AOS 
52 B-2nd, Plain . 10177 
53 G-3rd, Wound . -026” 
54 D-4th, Wound . .034” 


55 A-5th, Wound . 
56 E-6th, Wound . 
No. 50 Complete Set . 


SPANISH GUITAR... 
gold label flatwound 


61 E-1st, Plain 

62 B-2nd, Plain 

63 G-3rd, Wound . 
64 D-4th, Wound . 
65 A-5th, Wound . 
66 E-6th,Wound . . 
No. 60 Complete Set . 


FLATWOUND ELECTRIC 
BASS ... Light gauge 


81 G-lst, Wound . 
82 D-2nd, Wound . 
83 A-3rd, Wound . 
84 E-4th,Wound . . 
No. 80 Complete Set . 
85 C-l1st, Wound . 


VIOLIN 


301 E-l1st, Plain . 
302 A-2nd, Wound 
303 D-3rd, Wound 
304 G-4th,Wound . 
No. 300 Complete Set 


Individual strings listed for 
reference. Sold only in sets. 


DOUBLE BASS... 


501 G-lst, Wound 
502 D-2nd, Wound 
503 A-3rd, Wound 
504 E-4th,Wound . 
No. 500 Complete Set 


SPANISH GUITAR... 
light gauge flatwound 


506 E-I1st, Plain 

507 B-2nd, Plain . 
508 G-3rd, Wound 
509 D-4th, Wound 
510 A-5th, Wound 
511 E-6th,Wound . 
No. 505 Complete Set 


6-STRING BASS GUITAR 


701 E-1st, Wound 
702 B-2nd, Wound 
703 G-3rd, Wound 
704 D-4th, Wound 
705 A-5th, Wound 
706 E-6th,Wound . 
No. 700 Complete Set 


acoustic 


FLATWOUND ELECTRIC... 


BASS . .. medium gauge 


851 G-1st, Wound 
852 D-2nd, Wound 
853 A-3rd, Wound 
854 E-4th,Wound . 
No. 850 Complete Set 
855 C-1st, Wound 


FLATWOUND ELECTRIC 
BASS ... 30” short scale 


901 G-1st, Wound 
902 D-2nd, Wound 


©053% 
.061” 


903 A-3rd, Wound 
904 E-4th,Wound . 
No. 900 Complete Set 


SPANISH GUITAR... 
nylon tape wound 


2101 Elst, Plain 

2102 B-2nd, Plain . 

2103 G-3rd,TapeWound 
2104 D-4th, TapeWound 
2105 A-5th,TapeWound 
2106 E-6th, Tape Wound 
No. 2100 Complete Set 


ELECTRIC BASS... 
nylon tape wound 


2201 G-1st,TapeWound 


.075” 
.095” 


.013” 
.017” 
.030” 
.044” 
.050” 
.060” 


.058” 


2202 D-2nd ,TapeWound .072” 


2203 A-3rd TapeWound 
2204 E-4th ‘TapeWound 
No. 2200 Complete Set 


DURATONE STRINGS 


.094” 
.116” 


Fender Duratone Strings have 
been selected after extensive 
testing and are among the 


finest obtatnable. They 


offer 


the qualities required for not 
only the artists ability but to 
bring out the best playing 
qualities of the instrument. 


SPANISH GUITAR... 
acoustic bronzewound 


71 E-1st, Plain 

72 B-2nd, Plain 

73 G-3rd, Wound . 
74 D-4th, Wound . 
75 A-5th, Wound . 
76 E-6th,Wound . . 
No. 70 Complete Set . 


.013” 
.017” 
.026” 
.033” 
.044” 
.054” 


SPECIAL ras ACOUSTIC 


BRONZEWOUND 


Kingman & Concert Models 


751 E-1st, Plain . 
752 B-2nd, Plain . 
753 G-3rd, Wound 
754 D-4th, Wound 
755 A-5th, Wound 
756 E-6th, Wound 


No. 750 Complete Set — 


CLASSIC GUITAR 


101 E-1st, Plain 

102 B-2nd, Plain . 
103 G-3rd, Plain . 
104 D-4th, Wrap . 
105 A-5th, Wrap : 
106 E-6th, Wrap . 
No. 100 Complete Set 


UKULELE 


201 B-lst, Plain . 
202 F#-2nd, Plain . 
203 D-3rd, Plain . 
204 A-4th, Plain . 
No. 200 Complete Set 


Individual strings listed for 
reference. Sold only in sets. 


TENOR GUITAR... bronzewound 
401 A-lst, Plain . .010” 
402 D-2nd, Plain . .016” 
403 G-3rd, Wound .023” 
404 C-4th, Wound {oisis)” 


No. 400 Complete Set. 
Individual strings listed for 
reference. Sold only in sets. 


DOUBLE BASS... 
acoustic gut core 


601 G-lst, Plain .090” 
602 -D-2nd, Plain . .110” 
603 A-3rd, Wrap ellis? 
604 E-4th, Wrap ea 4y 
No. 600 Complete Set : 
BARITONE UKULELE 

1301 E-1st, Plain . .028” 
1302 B-2nd, Plain .032” 
1303 G-3rd, Wound .030” 
1304 D-4th, Wound .030” 


No. 1300 Complete Set 
Individual strings listed for 
reference. Sold only in sets. 


12-STRING GUITAR... 
acoustic bronzewound 


1401 E-1st, Plain . dota 
1402 E-2nd, Plain .011” 
1403 B-3rd, Plain .013” 
1404 B-4th, Plain .013” 
1405 G-5th, Wound .022” 


1406 G-6th, Plain. . .010” 


1407 D-7th, Wound .030” 
1408 D-8th, Plain .012” 
1409 A-9th, Wound -038” 
1410 A-10th, Plain .018” 
1411 E-11lth,Wound. .052” 
1412 E-12th,Wound . .025” 


No. 1400 Complete Set 


All individual strings except bass 
packaged by dozen. 


FENDER CUSTOM GAUGED 
STRINGS 


The new Fender Custom 
Gauged String selector en- 
ables the musician to indi- 
vidually select exact string 
gauge combinations to suit 
any music style. The broad se- 
lection includes plain strings 
from .009” to .026” and Pure 
Nickel Wrap strings from .018” 
to .066”. Now, for the first 
time, you can customize guitar 
strings to your own particular 
needs. 


Poder 


left to right: Amp Cases/Course Books/Guitar Bags/ Strobe Light/Acoustic Guitar Pickup/JBL Speakers/Extension Speakers/Body-Guard 
left to right: Molded Case/Dimension IV/Guitar Polish/Guitar Throne/Korners/Cases/ Kords/Polish Cloths/Tilt-Back Legs/Amp Covers 


Fender Accessories 


FENDER AMPLIFIER CASES 

For those desiring the utmost in ampli- 
fier protection, Fender offers a case to 
completely house each amp. These 
cases are of .060” fibre and will protect 
the amp from rough treatment. 

Nickel plated corners protect the case 
from scuffing, and overlapping seams 
are securely riveted. The amp rests ina 
shallow tray to make high lifting un- 
necessary. The case top then fits over 
the amp and tray and is securely fas- 
tened by heavy web straps completely 
encircling the case. All have heavy duty 
handles on the top, and those fitting the 
larger amps have handles on both ends. 
Cases also available with swivel casters. 


ELECTRIC GUITAR COURSE/CHORD BOOK 
BOOK ONE (FIRST STRING METHOD) 
contains basic material emphasizing 
the first string method rather than six- 
string approach of Book One. 

BOOK ONE introduces basic music 
rudiments, correct fingering, tuning, 
beginning chord study, sharps and flats 
interspersed with songs. 

BOOK TWO begins with a review of 
number one and introduces note values 
and new keys. It also explains the role 
of lead, bass and rhythm lines. Includes 
explanations of tremolo, musical dy- 
namics and guitar hints. 

All books contain full-color photos, 
easy to follow instructions and an 
achievement award. 

THE CHORD BOOK presents a basic 
guide for developing knowledge and 
skills of chord playing. Chords in C, G, 
F, D, A, E, Bb and Eb major, minor 
chords, sock rhythm, closed string 
chords and master chord indexes are 
discussed. Includes 19 songs. 

FENDER INSTRUMENT BAGS 

These padded, black vinyl bags include 
two large pockets for accessories and a 
full length zipper. A strong handle is 
positioned for balance. 


FENDER STROBE LIGHT SYSTEM 

To create new and wild psychedelic 
lighting effects, Fender has introduced 
its S-900 Strobe ‘Light System. Portable 
for groups or as a permanent fixture. 
The S-900 is unique among strobe 
lights, as the flash rate can be con- 
trolled manually, automatically or set 
to operate to the music beat. When on 
automatic, it can operate from 2-18 


flashes per second. 

AUTOMATIC: Self triggering at 2-18 
flashes per second, determined by the 
rate control knob. The separate “on” 
switch enables instant starting at a 
pre-set rate. 

MANUAL: Can be fired manually by 
pushing red “Trip” button on far right 
of control section. 

SOUND ACTIVATED: Operation by 
sound with external microphone trig- 
gering the unit to flash to beat of the 
music. Volume of sound necessary to 
trigger the unit is controlled by the 
sensitivity knob. 

When operated at slow motion, life is 
seen in slow motion. Mid-range gives 
illusion of multiple vision while fast rates 
provide an old time movie flicker effect. 


FENDER ACOUSTIC PICKUP 

Fender’s Acoustic Pickup enables the 
Fender Flattop owner (Kingman, Con- 
cert, Palomino, Wildwood Shenandoah 
and Villager) to install a pickup espe- 
cially made for his instrument. Mount- 
ing is to the internal tension rod, there- 
by avoiding any portion of the vibrating 
wood and eliminating feedback prob- 
lems. Each pole piece is individually 
adjustable for custom string balance. 
Both a volume and tone control enable 
the musician to obtain precise tonal 
adjustments. Installation is accom- 
plished easily according to directions. 


J. B. LANSING REPLACEMENT SPEAKERS 
Fender is the exclusive distributor for 
James B. Lansing “F” Series musical 
instrument speakers. Designed specifi- 
cally for guitar, accordion, organ and 
bass amplification, they are unmatched 
in brilliance of tone, dynamic range and 
reliability. Unique engineering, features 
such as hand wound voice coils, cast 
aluminum frame, aluminum center 
dome and massive magnets, produce 
the amazing “JBL Sound.” D110F 10” / 
D120F 12” / D130F 15” /D140F 15” BASS 


FENDER EXTENSION SPEAKERS 

For greater sound coverage use one of 
Fender’s Extension Speakers. Speaker 
enclosures are available for all “piggy- 
back” amps, plus open back units with 
a12” and 15” heavy duty speaker. Each 
is covered in black vinyl Tolex to 
match its amplifier counterpart. 
FENDER BODYGUARD 

Bodyguards are custom-contoured for 
most Fender Guitars. They protect the 
entire back and sides from scratches 


caused by belt buckles, buttons, etc. 
Form-fitting Bodyguards are held 
firmly in place by two instrument strap 
buttons. A strip of foam rubber lines 
the inside edges. They are lightweight, 
easy to attach. They are stain and fire 
resistant in clear, red, black and white. 
Bodyguard Patent: 3,251,258. 


FENDER DIMENSION IV 

The name implies a new dimension in 
sound and that’s just what it delivers. 
An organ-type sound emanates from 
any instrument using the Dimension IV 
in conjunction with an amplifier which 
contains built-in reverb. It is an inex- 
pensive, light-weight accessory produc- 
ing a true, sustained vibrato sound with 
a suggestion of echo. Should you, as a 
musical variety, wish to change to 
straight reverb, it is possible to do so 
by changing the “reverb-vibrato” 
switch on the front panel to “reverb.” 


FENDER GUITAR POLISH 
Non-abrasive, non-oily Fender Polish, 
in an aerosol can protects against fin- 
gerprinting, cleans and brings instru- 
ments to a high gloss. As recommended 
for all guitar finishes including chrome. 
FENDER GUITAR THRONE 

The Fender guitar throne means com- 
fort for the guitarist. It is ruggedly built 
with double reinforced steel legs. 
Tough naugahyde covers a foam- 
padded seat. A threaded positioning 
clamp provides slip-proof height ad- 
justment which may be swiveled with- 
out a change in height. The solid seat 
rod is machine-tapered to prevent wear 
but reverses for added height when 
used by stand-up bassists. It folds into 
a compact 20” unit and requires no re- 
adjustment for setup. Heel rests, which 
clamp to the double-reinforced leg, are 
standard equipment. A back rest is 
available as an extra. 

FENDER KORNERS 

Fender Amp Korners in bubble pack 
afford the best protection possible to 
speaker and amplifier cabinets. They 
are packed four to a set including 
mounting screws. They prevent cabinet 
corner scuffing and damage often en- 
countered when traveling and moving 
on and off stage. In addition, they are 
bright nickel plated for attractive ap- 
pearance and at the same time hide and 
help fasten the seams of the cabinet 
covering material. Their unique hook- 
ing shape make them easy to install. 


FENDER CASES ; 

Hardshell cases for solid-body and 
acoustic guitars are made from the 
finest materials and covered witha 
rich, scuff-resistant vinyl fabric. In- 
teriors are lined with a plush, velvet- 
like material. Where possible, pockets 
are provided to hold strings and acces- 
sories. Seams are bound with leather 
and double stitched for extra durabil- 
ity. Handles, polished metal hinges, 
locks and other hardware are securely 
mounted for lasting service. 
Lightweight molded cases are vacuum- 
formed of high-impact styrene. These 
rust-colored cases with gold anodized 
aluminum stripping and brushed brass 
hardware, feature the gold Fender sig- 
nature on each side. Interiors are plush- 


lined with two compartments for storage. 


FENDER KORDS 

Fender Kords and Koil Kords with 
molded plugs afford a wide selection 
for any instrument. All cable ends and 
solder points are embedded and iso- 
lated from each other in a solid body 
of high impact insulating material. 
They are virtually indestructible and 
the solid molding material permanently 
and flexibly anchors the cable to the 
plugs. Strain relief is provided at all 
times. Both types are available with 
either two straight plugs or one straight 
plug and one right angle plug. Koil 
Kord lengths: 15’ and 20’. Kord lengths: 
8’, 12’, 15’ and 20’. 

FENDER POLISH CLOTHS 

Excellent for maintaining your instru- 
ment’s original beauty. This chemically 
treated cloth is long-lasting and works 
well on wood or chrome. 

FENDER TILT-BACK LEGS 

Patented tilt-back legs add sound dis- 
tribution to amplifiers. Since sound is’ 
often absorbed by floor covering and 
the first few rows of the audience, the 
tilt-back legs enable the sound to be 
lifted and projected to the far corners 
of the club or auditorium. All necessary 
mounting hardware is included. 
Available in 14”, 16” and 19” lengths. 
FENDER AMPLIFIER COVERS 
Waterproof, tear and abrasion-resistant 
amplifier covers are available for each 
Fender Amp. They prevent surface 
damage to the amplifier and keep out 
dust. Lined with soft flannel, these 
black vinyl covers feature the amplifier 
model name and Fender trademark. 
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10 E. 36th St., New York, N. Y.10016 (212) 683-3192 / 722 17th Ave. S., Nashville, Tenn. 37203 (615) 244-1355 


FENDER FOOT SWITCHES 
Heavy-duty on-off switches are avail- 
able to control remote vibrato, reverb, 
tremolo and echo. A double switch 
operates for those amplifier models 
featuring both reverb and vibrato. Each 
switch has an 8’ cord for maximum con- 
venience and is activated with a touch 
of the foot. 


FENDER “GO-AROUND” WAIST BELT 
This waist belt can be attached with 
two eye screws to the back of any 
guitar or bass. Designed to take the in- 
strument weight from the shoulder of 
the player. It is made of the finest ma- 
terials giving an attractive appearance. 
Instructions included. 


PROFESSIONAL—STUDENT BARS 
Fender Black Raja Bars—Equally adapt- 
able to electric and non-electric gui- 
tars; plastic with steel core reduces 
string noises and slip. Frictionless plas- 
tic covering tapered design. 
199K—Length 2 11/16” tapers from 1/4” to °/s. 
Ideal for six-string. : 
200K—Length 3”—tapers from */1” to 4/s”. 
Perfect for eight-string. 

No. 90—Professional Steel 27/s” x °/x”. 


No. 91—Professional Steel chrome plated 27/s” x 3/4’, 


No. 93—Professional Plastic Steel 27/s” x 9/s". 
No. 94—Professional Plastic Steel 27/s" x 3/4”. 
No. 1615—“‘Big Steel” chrome plated 31/2” x 3/4”. 
No. 1617—Red Devil plastic steel 31/2” x 3/4”. 
No. 1619—Black Devil” plastic steel 3'/2” x 3/1”. 


FENDER GUITAR STRAPS 

Adjustable up to 53”, Fender Guitar 
Straps fit acoustics, basses and solid- 
body guitars. These rich, black polished 
straps are made of extra-strength, top- 
grain leather with a snug-fitting 
shoulder section for added comfort. 
The Fender Woven Strap is available 
in gold, blue or green and features ad- 
justable leather ends allowing adjust- 
ment up to 461/2”. Each is beautifully 
patterned, tightly woven and made for 
maximum comfort. 


HAND TOOLED GUITAR STRAP 

The new Fender leather strap will en- 
hance any guitar or bass. Each is hand 
tooled in the United States from top- 
grain U.S. leather. They are fully ad- 
justable to 53” and will fit all guitars 
and basses both solid-body and acous- 
tic. For extra shoulder comfort, the 
width is 21/2”. All feature the natural 
leather colors. 


FENDER AMPLIFIER HANDLE 
Contoured for comfort, the bubble 
packed metal-reinforced handle lies 
flat between bright, nickel-plated end 
pieces. Once installed the handle can- 
not pull out as it is fastened by two 
spiked washer nuts on the underside of 
the wood. For easy installation, instruc- 
tions are printed on the card. 
PROFESSIONAL—STUDENT PICKS 

346 Fender Professional Flat Guitar 
Picks. Thin, Medium or Heavy. Packed 
in plastic box, 1 gross and 1/2 gross. 
White only. 

351 Fender Professional Flat Guitar 
Picks. 24 on card. Specify thin, medium 
or heavy weight. 

351 Fender Professional Flat Guitar 
Picks. Thin, Medium or Heavy. Packed 
in plastic box, 1 gross and 1/2 gross. 
Specify white or shell. 

354 Fender Professional Flat Guitar 
Picks. Thin, medium or heavy. Packed 
in plastic box, 1 gross and 1/2 gross. 
White only. 

3581/2 Fender Jazz Flat Picks. Thin or 
Medium. Packed in plastic box, 1 gross 
and '/2 gross. Specify white or shell. 
375 Metal finger picks packed 1 gross 
to package. 

3751/2 Metal thumb picks packed 1 
gross to package. 

06 Thumb and finger picks, viscoloid 
packed 1 gross to plastic box. 

08 Flat viscoloid packed 3 gross to box. 
09 Flat viscoloid picks, cork and grip 
type packed 11/2 gross to plastic box. 
17 Flat viscoloid picks, assorted sizes, 
shapes and colors packed 1 gross to the 
package. 

20'/2A Thumb picks, viscoloid, assorted 
sizes packed 1/2 gross to plastic box. 
27AT Thumb and finger picks, visco- 
loid, assorted sizes 2 packed 1 gross to 
plastic box. 

National Finger Picks—Professional 
finger picks packed 1 gross to package. 
FENDER NECK PERSONALIZATION 
Personalize your guitar or bass by hav- 
ing your name appear across the finger- 
board. Now, to give the Fender owner 
even more pride in his instrument, this 
customizing service is available. Each 
mother-of-pearl letter is handsomely 
carved and precision inlaid for correct 
spacing and size. For outstanding stage 
appearance, and lifetime of service, 
match it with a lifetime of satisfaction. 


Tex Ritter 


Rick Nelson & James 
Burton 


Brenda Lee & The 
Casuals 


Francois Vaz with Lou 
Rawls 


The Beach Boys 


Pat Smith with 
Johnny Mathis 


Roy Drusky 
Oscar Brown Jr. 


Pat Senatore & John 
Paisano with Herb 
Alpert’s Tijuana Brass 


First Edition 


Joe Zawinul with 
Cannonball Adderly 


Del Shannon 
David Houston 


Edgar Willis with Ray 
Charles 


Johnny Cash 


Tokyo Happy Coats 
The Lively Set 
Jimi Hendrix 


Harold Morrison 
Herman’s Hermits 


ICAL INSTRUMENTS 


Fender 


CBS Musical Instruments 


A DIVISION OF COLUMBIA BROADCASTING SYSTEM, INC. 


1402 East Chestnut, Santa Ana, California 92701 


